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PEEFACE. 



No apology is required for any well-considered attempt to pro- 
vide a manual of Mine-Surveying for the use of English readers. 
The absence of any general work on the subject has long been 
a source of practical inconvenience alike to teachers and students. 
The text-books recommended to candidates for the examination 
in Mine-Surveying held by the City and Guilds of London 
Institute, namely, Budge's Practical Minerva Guide, published in 
^ 1825, and HoskokUs Practical Treatise on Mining, Land, and 

C^ Railway Surveying, published in 1863, are too limited in their 

Qjj scope, the former dealing only with the mines of Cornwall, the 

\Q latter only with those of the Forest of Dean; besides which both 

'^ works are out of print, and increasingly diflficult to procure. 

The present work is intended primarily for students, and 
embodies the substance of the course of instruction in Mine- 
Surveying given at the Koyal School of Mines. At the same 
time, it will also, it is hoped, be found useful as a companion to 
the standard works of reference on Land-Surveying. 

In the plan of the book, the surveying of collieries and that 
of metalliferous mines do not receive separate treatment. The 
two have much in common, and the one may often advan- 
tageously borrow a method from the other. Few mine-surveyors 
in Great Britain appear to be acquainted with the methods 
and instniments used abroad. This is the more to be regretted, 
as no mine-surveys made in this country approach in accuracy 
those of the collieries of Pennsylvania, or those of the metal- 
liferous mines of the Harz. Attention therefore has been, 
directed to the recent improvements in foreign practice. With 
the exception of a few diagrams borrowed from Professor 
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VI PREFACE. 

Kankine's Manual of Civil Engineering^ tlie figures elucidating 
the text have been specially drawn for this book. 

The Appendix of examination-questions and exercises for 
plotting has been culled from recent papers set at the examina- 
tions of the Science and Art Department, of the City and Guilds 
of London Institute, of the local boards under the Home Office for 
granting certificates of competency to Colliery Managers, and of 
various Mining Schools. These will, it is trusted, be found of 
use to such students as have not the advantage of regular 
instruction in the subject. It must, however, be borne in mind 
that the mere reading of a text-book will never make a mine- 
surveyor. The most that a book can do is to help the student 
to obtain a knowledge of the theory of the subject. The 
mechanical manipulation of the instruments can only be learnt 
under the personal supervision of a teacher, whilst the technical 
skill requisite for carrying out subterranean surveys must be 
obtained in the mine itself. 

I have taken for granted on the part of my readers an 
elementary knowledge of mathematics, such, for example, as 
would enable them to pass the second stage of the Science and 
Art Department's examination in that subject. 

In the preparation of the work, I have received valuable help 
from numerous friends at home and abroad. In particular, I 
am indebted to Mr. H. W. Hughes, Assoc. KS.M., F.G.S., for 
several important additions to the text, and to Mr. A. Pringle, 
M.A., B.Sc., who ably assisted me while the volume was passing 
through the press. 

BENNETT H. BROUGH. 



The Royal School of Mines, 
London, Feh^iaryy 1SS8, 



PREFACE TO THE SECOND EDITION. 



The First Edition having been exhausted sooner than was 
anticipated, advantage has been taken of the opportunity of a 
re-issue to correct a few errors that had escaped notice in the 
former edition. References to some papers published during 
the year have been inserted, and a frontispiece, copied from 
Georgius Agricola's Be re Metallica (Basel, 1556), has been 
added. This illustrates the primitive method of connecting 
the underground and surface surveys by means of a stretched 
cord and two plumb-lines. 

February, 1889. 
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MINE-SUEYEYINa 



CHAPTER I. 
General Explanations. 



Surveying is the art of making such measurements as are 
necessary to determine the relative positions of any points on 
the earth's surface. From such measurements a map, or plan, of 
any portion of the surface may be drawn, and its area calculated. 
All surveys are conducted upon nearly the same principles, the 
difference consisting in the style of instruments used in the work, 
and the amount of attention bestowed on the various details. 

The branch of surveying specially applied to mining is known 
as Mine-surveying or, locally, as ^^ dialling" or '^latching.'' It 
consists in measuring, with a view to subsequent delineation on 
a plan and sections, first, the underground workings of a mine, 
and, secondly, the mine-buildings at the surface and the mine- 
concession or royalty. Thirdly, it requires an accurate method 
of connecting the underground- and surface-surveys. Trust- 
worthy plans and sections are of value for giving a condensed 
view of all the facts connected with the works and explorations 
of a mine ; for affording data to assist in the further prosecution 
of workings after temporary abandonment of the excavations ; 
and for the avoiding of destructive and lamentable effects — 
such, e,g,, as disastrous litigation respecting trespass on adjoining 
royalties, loss caused by driving in the wrong direction, or irrup- 
tions of water, quicksand, or firedamp, giving rise to loss of life 
and property — ^which have too often resulted from incorrect or 
imperfect mine-plans. 

Historical Sketch. — ^The origin of mine-surveying must be 
sought with that of mining in very early times. The oldest 
mine-plan known is a papyrus, preserved in the museum at 
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Turin, depicting the workings of an Egyptian gold-mine. It 
was drawn in the reign of the king Mineptah, 1,400 years before 
the Christian era. liand-surveying was first practised in Egypt. 
There the annual overflows of the Nile, and the consequent 
deposit of mud, destroyed the land-marks of the different pro- 
prietors, so that it became necessary to determine them by 
measurement every year. The oldest evidence of the solution 
of mathematical problems is afforded by a papyrus in the British 
Museum, which is believed to have been copied, 1,700 years 
B.C., from a much older work. It gives rules for the calcula- 
tion of areas of triangles, trapezoids, and circles. 

That the important mines of the ancient Greeks necessitated 
the solution of mine-surveying problems is shown by the fact 
that such problems are fully discussed by Hero of Alexandria 
(b.c. 285-222), several of who^e works are extant. The greatest 
advance in survey practice made by Hero was his invention of 
the diopter, a sighting instrument for surveying purposes. The 
oldest instrument for measuring angles, like the cross-head which 
is still in use, only permitted right angles to be set out This 
primitive instrument consisted of two straight-edges fastened 
together at right angles, a pointed vertical staff being fixed to 
the point of intersection. The two straight-edges were provided 
at each extremity with sight vanes, from which plumb-lines were 
suspended so as to enable the instrument to be levelled. With 
Hero's improved instrument, any angle could be measured. 
Indeed, it must be regarded as the origin of the highly perfect 
theodolite of the present day. It consisted essentially of a beam 
resting between two uprights on a pillar-like stand. The beam 
was movable in both directions by means of spiral screws acting- 
on horizontal and vertical cog-wheels. It was hollowed out, and 
contained a metal tube, at right angles to which were glass 
cylinders at each end of the beam. The cylinders had special 
covers made of metal plate, which could be raised or lowered 
by means of screws. They were furnished with vertical and 
horizontal slits for sighting. The instrument was thus a com- 
bined theodolite and level. Two staves with sliding circular 
vanes were used in conjunction with it. 

From the beginning of the Christian era until the Middle 
Ages, mining records are wanting. An ancient charter relative 
to the mines of the Mendip Hills is in existence. Of this Mr. 
Robert Hunt gives a fac-simile in his British Mining, It datea 
from the reign of Edward IV., about 1480. It is a rude attempt 
at plan-drawing, representing the " Myne deeps," as they were 
then called. 

The first writer who treated mining systematically, Georgius 
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Agricola, in his work De re Metallica, published in 1556, devotes 
an entire section (Book V.) to mine-surveying. He states, as 
has been frequently repeated since, that the ancient mine- 
surveyors strenuously endeavoured to keep their art a secret.- 
In the Middle Ages they were in consequence superstitiously 
regarded as sorcerers. The divining-rod was closely associated 
with the practice of their profession, and in many cases that 
hazel-twig was trusted more implicitly than the most scientific 
surveying operation. 

In 1686 appeared the first treatise on mine-surveying, the 
Geometria JSuiterranea of Nicolaus Voigtel. This was followed by 
the treatises of J. F. Weidler, 1726 (in Latin); and of H. Beyer, 
1749, and von Oppel, 1749 (in German). These works, by 
advocating the plotting of mine-surveys by means of rectangular 
co-ordinates, lifted mine-surveying to a higher plane. 

In Great Britain, instructions for making mine-surveys were 
published by Thomas Houghton in 1681 for the Derbyshire 
miners, by William Pryce in 1778 for the Cornish miners, and 
by Thomas Fenwick in 1804 for the Newcastle colliers. 

Importance of Mine-Siirveying. — ^When the enormous value of 
mineral resources is considered, the high importance, from a 
commercial point of view, of the art of mining is apparent. In 
the United Kingdom alone, the annual value of minerals raised 
has approached JB80,000,000, the result of the labours of some 
500,000 persons directly employed in their extraction. It thus 
becomes a matter of the utmost importance that the extent and 
character of the mineral deposits should be made known. This 
can only be effected by careful and accurate surveys. 

Mine-surveying, unfortunately, has not kept pace with the 
advances made in other branches of surveying ; for it is to be 
regretted that, in many cases, mine-surveys are still made with 
instruments which have long been set aside as too inaccurate for 
surveys aboveground, although the latter rarely present such 
serious difficulties as are encountered underground. This is, 
in part, due to the conservatism of miners, a conservatism which 
has frequently led them to regard with contempt every kind of 
knowledge except that learned underground. It is a fact, as 
Mr. R. Hunt points out, that the untrained mind, as a rule, 
treasures every truth as a mystery to be carefully guarded for 
individual use only. Experience has often stored an individual 
mind with valuable facts, which are rarely recorded. The miner 
trusts to his memory, and, when he dies, the results of his 
experience die with him. The son has to begin where the father 
began, and this is repeated from generation to generation, so that 
there has been no advance. These remarks apply more partis 
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cnlarly to the miners of the county of Cornwall, where the mining 
proverb, " Where it is, there it is," still holds its owiu 

Happily, a better system is beginning to prevail. Coal-mining 
is now carried on with a high degree of skill. Colliery managers, 
who formerly were generally ignorant of the theoretical principles 
upon which practice is based, are now submitted to a severe 
educational test before a certificate of competency is granted* 
It is, however, to be regretted that a similar examination has not 
been instituted for the agents of metalliferous mines. The 
mining schools which have been founded in various districts offer 
suitable opportunities for the necessary theoretical training, as 
also do the local classes held under the Science and Art Depart- 
ment, and under the City and Guilds of London Technical Insti- 
tution. 

Another cause which has retarded the progress of mine-sur- 
veying is the uncertain and speculative nature of mining. Casual 
failures, caused by the want of easily accessible information, fre- 
quently lead to the abandonment of highly promising mines. 
Mining, though speculative, is not entirely the work of chance ; 
and he who, avoiding vague and unsatisfactory speculations, con- 
stantly stores up facts, and can grasp the extent and object of 
mining works, is frequently enabled to avoid expenses and diffi- 
culties, in which those who are without such data would soon be 
involved. 

In this connection. Sir Warington Smyth, in a lecture on 
mining, says : " At the present time, few large collieries or metal- 
liferous mines are conducted without the aid of a satisfactory 
plan, but there are very numerous mines in which this depart- 
ment is much neglected. Moreover, there is generally a want of 
uniformity in system, an absence of details which should give all 
the information that can be laid down on paper, a deficiency of 
surface-objects by which the workings can at a fixture day be 
referred to their proper position, and (what may sometimes lead 
to the most fatal errors) a neglect of observation or notice of the 
variation of the magnetic-needle, according to which mining plans 
are almost invariably constructed. It is too often the case when 
mines are worked by companies, that the shareholders are so 
regardless of what does not, as they conceive, lead to immediate 
gain, that they grudge the moderate sums needful for the employ- 
ment of properly qualified surveyors, and either wink at the total 
neglect of plans, or leave them to be carried out by men already 
sufficiently tasked or incapable, although they may dial with 
accuracy, of representing on paper what they have measured." 

As an example of an error involving great loss, serious danger, 
and future grave embarrassments, it may be mentioned that, 
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according to Mr. P. W. Stnart-Menteath, at an important mine in 
Spain an incorrect survey caused an error of 65 metres to be made 
in driving a main tunnel less than 200 metres in length. In 
collieries, too, examples are not wanting. Thus, in 1875, at a small' 
colliery in Nottingham there was an accident owing to some old 
workings. Trusting the old plans, which showed a barrier 100 
yards away, the men worked into the old headings with disastrous 
results. Another case is recorded by Mr. J. Dickinson in 1878, 
when an inundation occurred by which two lives were lost, from a 
former working being cut into without any bore holes in advance. 
In this instance, there was a correct plan of the former work, 
but by a mistake of the surveyor, a wrong direction was set out. 

Mineral Deposits. — For practical purposes mineral deposits 
may be divided into tahvlar deposits, including mineral veins, 
beds, and seams, and irregular deposits, including masses, stock- 
works, and pockets. Tabular deposits are those in which two 
dimensions predominate. The third smaller dimension, the per- 
pendicular distance between the two bounding planes, is termed 
the thickness. The adjacent rock on both sides of these two 
planes is termed the country, the portion on which the deposit lies 
is the foot-wall, and that covering the deposit is the Jutnging-waU. 
With beds and seams, these are known as the fioor and roof 
respectively. The striJce or course of a deposit is the angle formed 
with the meridian by the direction of a horizontal line drawn in 
the middle plane. Its dip is the inclination downwards measured 
in degrees from the horizontal. As the dip of veins is usually 
great, it is somtimes measured from the vertical, and is then 
termed underlie or hcide. The portion of a mineral deposit occur- 
ring at the surface is known as the outcrop, basset, or (U.S.) apex. 

Mineral veins or lodes are defined by Dr. 0. Le Neve Foster as 
tabular deposits of mineral, which have been formed subsequently 
to the rocks by which they are surrounded. Usually, they* 
occupy fissures in the earth, frequently cutting across the planes 
of stratification of the rocks. They may occur in eruptive or 
in sedimentary rocks. Their contents vary, some parts containing 
worthless vein-matter or gangue, others being filled with ore. 
The productive portions are termed shoots or courses of ore, 
bunches, or ore-bodies. Cross courses are veins coursing nearly 
at right angles to the chief lodes of any particular mining district. 

The characteristic feature of beds and seams is, that they are 
members of a series of stratified rocks. They may be inter- 
stratified deposits, or superficial ones, such as peat, bog iron ore, 
gold placers, and tin stream-works. In the former case, they are 
younger than the fioor, and older than the roof. As stratified 
deposits, they were originally deposited in a more or less hori-' 
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zontal form, and follow all the contortions of their country rock. 
The minerals occurring in bedded deposits are coal, anthracite, 
lignite, iron ore, cupriferous-shale, lead-bearing sandstone, gravels 
containing diamonds, or gold, or tin, sulphur, salt, clays, limestone, 
gypsum, oil-shale, alum-shale, and slate. Miners often erroneously 
speak of " veins " of coal or ironstone ; these, geologically, are 
true " beds " or seams. 

" Masses " are deposits of mineral of irregular shape, which 
cannot be recognised as beds or as veins. Such, for instance, 
a-re the red haematite deposits of Ulverston, the brown haema-. 
tite of the Forest of Dean, the iron ore deposits of Missouri, 
the iron mountains of Gellivara and Taberg in Sweden, and 
the pipes of diamond-bearing rock in South Africa. They 
may be filled-in cavities or metamorphic deposits, such as the 
zinc ore deposit of Altenberg, which is 260 yards long and 65 
yards broad and deep. When the whole rock is permeated with 
mineral matter, accumulated in minute veins, the deposit is 
termed a stockworh Examples of such deposits occur at 
Carclaze and other places in Cornwall, and at Altenberg in 
Saxony. 

No classification of mineral deposits can be quite satisfactory 
in all cases. A bed, for instance, even of coal may be so folded 
a^d contorted as to lose its original tabular form, and to assume 
the shape of an irregular mass. 

Mining Terms. — Many local as well as technical terms are used 
in mining. The following are definitions of some of the objects 
most frequently named on mine-plans : — A shaft is a pit sunk 
down from the surface. In the mining of stratified deposits, the 
shafts sunk are usually perpendicular. In vein-mining, they 
may be sunk perpendicularly to cut the vein, or they may follow 
its underlie. Levels are horizontal excavations along the course 
of a vein, or horizontal passages, by which access is gained to the 
workings of the mine. A level driven from the surface, to draw 
off the water, is termed an adit level, or (TJ.S.) a tunnel. A drift or 
gallery driven across the usual direction of the veins generally for 
the purpose of searching for a new vein, or of connecting two 
known veins, is termed a cross-cut. The extreme end of any level 
or cross-cut is called the forehreast or end. A stope is the working 
from which the ore is extracted. Above a level, the working is 
an " overhand " or back stope ; an " underhand '* stope is the 
working downwards from the floor of the level. A winze is a 
shaft which connects two or more levels, but does not come to the 
surface. A rise is an upright winze commenced from a level ; a 
sump is a winze worked downwards. Surface workings include 
open cuts, pits, and excavations of limited extent. A tract of 
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land let for mining purposes is known as a sett, royalty, conces- 
sion, or claim. 

In coal-mining, the pair of galleries driven from the shaft are 
variously known as dri/tSf headings^ levels, way-gaies, gate-roadsy 
and roUey-ways. The winning of the coal is effected in different 
ways, following a variety of modifications between the two 
extremes, namely, the ^^ post and stall** system, otherwise known 
as the " bord arid pillar,^* or in Scotland as " stoup and room," 
and the "long-wall" system. In the former a given district is 
at first worked by narrow excavations, so that no considerable 
fall from above shall take place ; in the latter, the whole of the 
available mineral is removed in successive slices, and the roof 
allowed to fall in. 

Measures of Length. — The standard measure of length in the 
United Kingdom is the yard. In addition to the yard, the fol- 
lowing units of length are used for surveying purposes :— 

The inch, one thirty-sixth part of the standard yard. The/oof^ 
one-third part of the standard yard. The /athom of 6 feet or 2 
yards. The chain of 66 feet or 22 yards ; divided into 4 poles 
of 5i yards, and 100 links of 7 '92 inches. The statute mile of 
1,760 yards or 5,280 feet or 80 chains, divided into 8 furlongs. 

The standard yard is the distance between two fixed points on 
a certain metal rod at the temperature of 62° F., and under the 
mean atmospheric pressure. The British and United States 
standards are identical. 

To obviate the inconveniences . of the innumerable units of 
length used in different countries, attempts were made towards 
the middle of the 17th century to introduce a natural unit, which 
could at any time be again determined if the standard should be 
lost. Two proposals were considered ; one being based on the 
length of a pendulum vibrating seconds, the other on the magni 
tude of the circumference of the earth. The former suggestion 
was due to Huygens, who proposed to divide the length of a pen- 
dulum vibrating seconds into three parts, and to term each part a 
foot. This method was found impracticable, since the length 
of the seconds-pendulum varies with the latitude at different 
places ; thus, at London it is 39*1393 inches, whilst at New York 
it is 39-1017 inches. 

The second plan was therefore adopted — that is, a fraction of 
the earth's meridian was taken as the standard. For this pur- 
pose, at the time of the French Hevolution, the distance from 
Dunkick to Barcelona was determined. Both these places are in 
the same meridian as Paris. The measurement was subsequently 
.extended to the Island of Formentera, and, from the length 
determined, the distance of the pole from the equator was caLcu- 
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lated to be 5130740-74 French fathoms (toises). The ten- 
millionth part of this length (0-513074 toise) was termed the 
melrej and was adopted as the French unit of length. In 1799, 
two similar rods of platinum were constructed as standards, 
having that length at 0^ centigrade. The given length of the 
metre being thus determined, it ceased to be a natural measure. 
With the present improvements in measuring-instruments, it is 
possible for us to determine the circumference of the earth with 
greater accuracy, whilst the length of the metre is fixed. 
Indeed, it is now known that the metre was determined a not 
inconsiderable fraction too smalL 

The French measures of length are multiples and submultiples 
of the metre. The value of the latter in British measure is 
3-2808693 feet, or 39-37043 inches. For mine-surveys the metre 
is the unit now almost exclusively used in continental European 
countries. It is also employed on Government surveys in the 
United States. 

Special units of length used for mining purposes in various 
countries are the following : — 





British FAthom. 


Feet 


Fftthom, • • • . , 


1-000 


6-000 


Metre, .... 


546 


3-280 


Swedish Famn, . 


0-973 


5844 


Russian Sashon, 


1-166 


7-000 


Austrian Klafter, 


1-037 


6-222 


Bavarian Lachter, . 


1-062 


6-372 


Wiirttemberg Lachter, 


1036 


6-576 


Hanoverian Lachter, 


1-050 


6-300 


Saxon Tiochter, 


1-093 


0558 


Prussian Lachter, 


1144 


6864 


Spanish Vara, . . . . 


0-46.3 


2-7S2 


French Toise, . . . . 


1065 


6-394 



Angular Measures. — ^The circumference of a circle is divided 
into 360 parts ; each part being termed a " degree." The degree 
is divided into 60 minutes, and the minute into 60 seconds. 
This is known as the sexagesimal division. 

The French centesimal division of the quadrant into 100 
degrees, instead of 90 degrees, is rarely used except for surveys 
with the tacheometer. Each centesimal degree is divided into 
100 minutes, each of 100 seconds. 
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Trigonometrical FormolSB. — ^The following is a summary of tho 
principal trigonometrical formulae used in surveying : — 

The trigonometrical functions of a given angle may be defined 
as the ratios to each other of the sides of a right-angled triangle 
possessing the given angle. Assuming that A, B, G represent 
the three angles of a right-angled triangle, being the right 
angle, and that a, b, c represent the sides respectively opposite to 
these angles, e being the hypothenuse ; then the trigonometrical 
functions of the angle A are — 

sin A = - : coseo A = - 
G a 

A ^ A ^ 

cos A=»-:sec A =^ t 

c 

tan A = r ; cotan A = - 
a 

The following equations give the most important relations 
amongst the trigonometrical functions of the angle A : — 

= Vl - cos^ A = .- 

sec A 

cotan A 



sin A 


» 


1 


cosec A 


cos A 


- 


1 
sec A 


tan A 


= 


1 


cotan A 


cosec A 


= 


1 
sin A 


sec A 


= 


1 
cos A 


r»nfi».n A 




1 



= fjl - sin^A = 



= \/sec^ A - 1 ~ 



= J I + cotan^A = 



= 71+ tan^A = 



cosec A 

sin A 
cos A 

sec A 
tan A 

cosec A 
cotan A 



/ T,-x =f cos A 

X.V/VMXX U.JU — ^ A = vcosec-^ A - 1 = — — T- 
tan A sin A 

The complement of an angle is that angle which must be added 
to it to make a right angle, and 

sin (90' - A) = cos A ; cosec (90° — A) = sec A 
cos (90° - A) = sin A ; sec (90° - A) = cosec A 
tan (90° - A^ = cotan A ; cotan (90° - A) = tan A 
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The supplement of an angle is that angle which must be added 
to it to make two right angles. Compared with the trigonometrical 
functions of the angle A, those of its supplement are — 

■ sin (180* - A) = sin A ; cosec (180° - A) = cosec A 
cos (180° - A) = - cos A ; sec (180° - A) = - sec A 
tan (180° - A) = - tan A ; cotan (180° - A) = - cotan A 

The formulae for the solution of plane triangles are deduced 
from the principles that the sum of the three angles of a plane 
triangle is equal to two right angles, and that the sides of the 
triangle are proportional to the sines of the opposite angles. For 
right-angled triangles the most useful formulae are — 

b = a sin B c = a cos B 

6 = c tan B c = b tan 

b = c cotan c = 6 cotan B 

Por obliq[ue-angled-triangles, the most useful formulae are — 

y a sin B a sin 

= -. T— C = —. T- 

sm A sin A 

0* + c^ - a^ 



cos A 



2bc 
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CHAPTER II. 
The Measubement op Distances. 

Methods of Measuring, — The straight lines which have to be 
measured by the mine-surveyor may be horizontal, vertical, or 
inclined. The measurement of horizontal lines is of the most 
frequent occurrence. When a line inclined towards the horizon 
has to be measured, the operation is, as a rule, performed with the 
object of determining the horizontal and vertical projections of 
the line. It is then necessary, in each case, to determine the 
angle of inclination formed by the measured line and the horizon. 

Lines are usually measured with chains, tapes, or rods, divided 
into fathoms, yards, links, feet, or some other unit of measure- 
ment. 

(a.) The Chain. — The instrument most frequently used in sur- 
veying is the chain. In coal-mines and in field-surveying, 
Gunter's chain is employed. It is 66 feet in length ; 80 chains 
being equal to 1 mile. This length was chosen by the inventor, 
Edmund Gunter, in 1620, with the object of facilitating the 
computation of areas ; 10 square chains being equal to 1 acre. 
The chain is composed of 100 links of iron or steel wire, each 
bent at the end into a ring, and connected with the ring at the 
end of the next piece by means of three rings. The chain is thus 
prevented from becoming twisted or kinked, A couple of swivels 
are also inserted in the chain, so that it may turn round without 
twisting. Every tenth link is marked by a piece of brass with 
one, two, three, or four points, corresponding to the number of 
tens that the brass represents, counting from the nearest end of 
the chain. The middle, or fiftieth, link is marked by a brass 
circle. A swivel-handle is provided at each end of the chain. 
The wire used in the construction of iron chains is usually 
No. 8 W.G.; that used for steel chains is No. 12, or No. 8 W.G. 

The hundredth part of the chain is called a link, and is equal 
to 0*66 foot or 7 '92 inches. All calculations with chains and 
links can thus be easily performed by means of decimals. The 
following table will be found useful for converting chains into 
feet and feet into links : — 
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Chaihs ivto Fnv. 


Fkiv ihto Lthks. 


Clulo& 


Feet 


Feet 


Links. 


001 
002 
003 
0*04 
005 
0-06 
0-07 
08 
00 


0-66 
1-32 
1-98 
2-64 
3-30 
3-96 
4-62 
5-28 
5-94 


1-00 
2-00 
3 00 
4-00 
500 
6-00 
7-00 
8-00 
9 00 


1515 

3-030 

4-545 

6060 

7-575 

9 090 

10-606 

12-121 

13-636 



For colliery use, the chain is sometimes made with ten links in 
l)ra88 at each end, in order to prevent the compass-needle being 
attracted. 

It must be remembered that any error in the length of the 
chain will cause erroneous measurement throughout the entire 
survey. It should, therefore, be tested and adjusted before the 
commencement of every survey, or at any rate from time to time. 
This is best done by having a standard marked on a level path- 
way or on the top of a wall, showing not only the accurate 
length of the chain, but also the length of every ten links. 
Standard 66-feot and 100-feet chains have been fixed by the 
Government in Trafalgar Square and Guildhall, for the use of 
surveyors in London. For rough colliery surveys, the chain 
may be left half-an-inch longer than the true length, since it 
is rarely stretched perfectly horizontally, or drawn out into a 
perfectly straight line. If a line has been measured with an 
incorrect chain, the true length of the line may be found from 
the proportion: — As the length of the standard given by the 
incorrect chain is to the true length of the standard, so is the 
length of the line given by the measurement to its true length. 

Accompanying the chain are ten arrows or iron pins, which are 
used in succession to mark the end of the chain in measuring a 
line. They are a foot long, and are made of stout iron wire 
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sharpened at one end and bent into a ring at the other. A piece 
of red tape is usually attached to the rings to render the arrows 
visible from a distance. The chain is folded by taking it by the 
50-link mark, and folding the two ends simultaneously, taking 
care so to cross the links that the body of the chain when folded 
may be smaller in the middle than at the ends. The chain is 
opened by taking both handles in one hand, and throwing the 
chain out with the other. 

The chain is used by two persons, the leader and the follower. 
The former having been supplied with the ten arrows, stretches 
the chain in the required direction, while the follower holds one 
end of it at the starting-point. An arrow is then driven perpen- 
dicularly into the ground by the leader at the point where the 
chain ends. He then proceeds onward, drawing the chain after 
him, and repeats the same operation throughout the length of the 
line ; the arrow last put down serving as the mark to which the 
follower has to bring his end of the chain. The arrows are 
taken up by the follower as he advances, until he has them all, 
when they are returned to the leader to be used over again. The 
arrows are thus changed from one to the other at every 10 chains* 
length ; care being taken to note each change in the field-book. 
At the end of the line, the number of changes added to the 
number of arrows in the follower's hand, and to the number of 
links extending from the last arrow to the end of the line, gives 
the total length of the line measured. If the ground is so hard 
that an arrow cannot be driven in, the leader marks the ground 
and lays the arrow down. Eleven arrows are usually pre- 
ferred. The eleventh is used to mark the end of the eleventh 
chain ; another being substituted for it before the leader goes on. 
During the operation, the follower has to see that the chain is 
tight, straight, and unentangled, and to ditect the leader so as to 
enable him to place the arrow in the ground exactly in the 
allignment. 

In measuring lines in a colliery, the arrows are usually dis- 
pensed with ; the end of each chain being marked with a piece of 
chalk. 

The chain used in metalliferous mines is 10 fathoms or 60 feet 
in length, and is provided with brass marks at every fathom. 
Each link of the chain is 6 inches in length. The chain is some- 
times made entirely of brass. No advantage is gained by using 
Gunter's chain in a metalliferous mine, since acreage has never 
to be calculated, and measurements have to be made with such 
precision that the inch is to be preferred to the link as a unit. 

Ghaiiung on Slopes. — In chaining up or down a slope, the 
distance must be reduced on the plan to the projection of that 
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distance on a horizontal plane. If the slope is gentle, the lower 
end of the chain may be raised until the chain is level. To 



Angle. 
IXegreea. 




Gnnter's Chain. 


lO-fathom Chain. 


lOO-foot Chain. 


Slope. 


Correction 
in Links. 


Correction 
in Feet. 


Correction 
in Feet. 


3 


1 in 19-08 


0-14 


08 


014 


4 


1 in 14-30 


0-24 


014 


0-24 


5 


1 in 11-43 


0-38 


0-22 


0-38 


6 


lin 9-51 


54 


0-32 


0-54 


7 


lin 8*14 


0-74 


0-44 


74 


8 


lin 7-11 


0-97 


0-58 


0-97 


9 


lin 6-31 


1-23 


0-73 


1-23 


10 


lin 5-67 


1-52 


0-91 


1-52 


11 


lin 5*14 


1-83 


1-09 


1-83 


12 


Im 4-70 


218 


1-30 


2-18 


13 


lin 4-33 


2-56 


1-53 


2-56 


14 


lin 4-01 


2-97 


1-79 


2-97 


15 


lin 3-73 


3-40 


2-04 


3-40 


16 


lin 3-48 


3-87 


2-32 


3-87 


17 


lin 3-27 


4-37 


2-62 


4-37 


18 


lin 307 


4-89 


2*93 


4-89 


19 


Im 2-90 


5-44 


3-26 


5-44 


20 


lin 2-74 


6 03 


3-61 


603 


25 


Im 214 


9-37 


5-62 


9-37 


30 


Im 1-73 


13-39 


8-03 


13-39 



The rate of slope (the ratio of the hypothenuse to the perpendicular) is 
the cosecant of the angle of inclination. The rate of inclination (the ratio 
of the hase to the perpendicular) is the cotangent of the angle of inclination. 
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Censure the raised end being exactly above the right spot, the 
chain may be raised along a vertical staff, or an arrow may bo 
carefully dropped, or, better still, a plumb-line may be employed. 
The process is called stepping, and, on steep ground, may h& 
carried on by half-chains, or even shorter distances. A more 
accurate method is to measure the angle of the declivity. The 
cosine of this angle, multiplied by the measured hypothemise, 
gives the length of the horizontal distance.- 

The most convenient method is by means of a correction to bo= 
deducted from each chain. This correction, being known, may 
be applied mechanically during the chaining by pulling the chain 
forward at each chain-length through a distance equal to the- 
required correction. 

The preceding table gives the correction for each chain 
measured on the slope. 

In order to save calculation, many mining dials and theodolites 
have the correction for declivity marked on the graduated arc ont 
which angles are measured. 

Offsets are ordinates or transverse distances measured from 
known points on a station-line to objects the position of which is 
to be ascertained. Offsets, as a rule, are measured at right 
angles to the chain. The length of the offset having been deter- 
mined, the position of the object is fixed with reference to the 
main line. 

Offsets may be measured with an offset rod, 10 links in lengthy 
painted black and white in alternate lengths, or, preferably, with 
a measuring-tape. This is divided on one side into links and on 
the other into feet and inches. It should be tested frequently, 
particularly after use in a wet mine. It is not advisable to use 
offsets more than a chain in length. When the offset does 
not exceed this length, with practice the eye may be relied 
upon to give a right angle with precision. The cross-staff 
and optical square, recommended by some surveyors for erecting 
perpendicular lines, are rarely necessary in mine-surveying 
practice. 

The optical square consists of two small mirrors placed in a. 
brass box at an angle of 45°, thus reflecting an object through an 
angle of. 90°. The unsilvered half of one mirror gives a direct- 
view of the object, whilst the reflected and true object can bo 
exactly superimposed in the observer's field of view when they 
are at right angles to each other. The cross-staff has two pairs, 
of sights fixed at right angles to each other on the upper end 
of a staff having a spike at its lower end for fixing into tho 
ground. 

In taking offsets, the surveyor reads the tape at the chain* 
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a 



The ring of the tape is held at the point to which the ofi&et is 

required. The surveyor then turns the tape in 
t a horizontal plane until he obtains the shortest 
measurement, and ascertains the link on the 
chain where the offset forms a right angle. 

In cases where additional accuracy is required, 
oblique offsets may be used. From two points in 
the chain, offsets are measured obliquely to the 
object, and the triangle thus formed, when 
plotted, shows the accurate distance of the object 
from the station-line. When the object is the 
corner of a building, such as D in Fig. 1, it is 
convenient to make each of the offsets, if possible, 
lie in a straight line with a face of the building. 
Obstacles to Measurement. — Obstacles some- 
times occur in a long station-line, rendering it 
impossible to chain along the line with accuracy. 
Fig. 1. In some cases it may even be impracticable to 

range the line directly across the obstacle. These 
di£B.oulties may easily be obviated by the use of angular instru- 
ments. It is, however, possible to use the chain alone. 

When the impassable obstacle can be seen over, a ranging pole 
is planted in the station-line at the further side D (Fig. 2) of the 
obstacle. At two marks, A and D (the nearer and further 
sides of the obstacle respectively), two lines, A B and D 0, are 
ranged at right angles to the station-line. These perpendiculars 
are made equal to each other, and the distance £ is measured. 



^ 



B»— 1 



A 





Fig. 2, 



Fig. 3. 



Fig. 4. 



This measured distance will then be equal to the required dis- 
tance, AD. 

In order to erect a perpendicular to a line at a given point, 
Euclid's proposition (I., 47) may be applied in the following 
yrQ,j : — ^Measure 40 links along the line^ and let one end of the 
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chain be held at that point, and «nd let the 80-link mark be 
held at the given point where the perpendicular is to be erected. 
Then take the 50-link mark, and tighten the chain, drawing 
equally on both portions of it. The 50-link mark will then give 
the perpendicular required. It is advisable to repeat the opera- 
tion on the other side of the line, so as to test the accuracy of 
the result. 

When the obstacle can be seen over, the length of the gap in 
the station-line may be determined by setting out a triangle 
ABO (Fig. 3) enclosing the obstacle. The triangle may be of 
any form or size, provided that B and are in one straight 
line with D, and that the angles are not very obtuse nor very 
acute. The lengths A B, AC, B D, and D are measured. 
Then the inaccessible distance will be found either by plotting 
the triangle and the point D in its base, or from the formula : — 

The figure of the obstacle may be surveyed by offsets from the 
sides of a triangle. Let b and c, in Fig. 4, be points in the 
station-line on opposite sides of the obstacle. From a convenient 
station A, chain the lines Ab, Ac, being two sides of the triangle 
Abe. Connect these lines by a line B G to form the triangle 
ABC. Then the inaccessible distance is obtained from the 
following formula given by Bankine: — 

This formula will apply if the points B and C are taken in the 

prolongations of A c and A b beyond the station-line, as at B' 

and C, or in their prolongations beyond A, as at B" and C". The 

formula is greatly simplified if A B and A C are set off so as 

to be respectively proportional to A 6 and Ac. Then the 

triangles ABC and Abe are similar, B C is parallel to b c, and 

A b 
the inaccessible distance 6 c is equal to B C • .-^-^ 

When the obstacle can be chained round, but not chained 
across nor seen over, the inaccessible distance may be determined 
by means of parallel lines. Thus in Fig. 5, from A and B two 
points in the station-line on the nearer side of the obstacle, set 
off the equal perpendiculars AC, B D, of length sufficient to 
enable a straight line to be rMiged parallel to the station-line, 
, and to be chained past the obstacle. Commence the chaining 

2 
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of this line at D, in continuation of that of the station-line at B. 
As soon as the obstacle is passed, set oE the perpendicular E G- 
equal to AO and to BD. Then G will be a point in the 
station-line beyond the obstacle, and the inaccessible distance 
B G will be equal to D E. By repeating the process, an addi- 
tional point H in the station-line may be found. 

The problem may also be solved by means of similar triangles. 
At A (Fig. 6) two diverging lines A F and A E are ranged past 
the two sides of the obstacle. In these lines, measure the 
distances AD and AO of two points D and C, which lie in 
one straight line with B. Continue the chaining of A F and 
A E, and make those distances respectively proportional to A D 
and A 0. Measure D 0, noting the position of B, and measure 
E F, in which line take the point G, dividing E F in the ratio 
in which B divides D. Then G will be a point in the station- 
line beyond the obstacle. Other points may be found in a similar 

manner. The inaccessible distance is equal to — t-^j — 

When the obstacle can be seen over, but neither chained 
across, nor chained round, as in the case of a station-line inter- 
rupted by a river or ravine, a pole must be ranged and fixed at 
D (Fig. 7) in the station-line beyond the obstacle. B D being 
the inaccessible distance, at B set out B perpendicular to the 
station-line. At range A perpendicular to D, cutting the 
station-line at A. Measure AB, BOj then BD is equal to 
BO^^AB. 
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Fig. 7. 



Surveying with the Chain only. — In this method of surveying, 
the surface is to be divided into a series of imaginary triangles; 
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the triangle being the only plane figure of which the form cannot 
be altered, if the sides remain constant. The triangles should 
be as large as the nature of the ground will allow, and as nearly 
equilateral as possible. The sides of these triangles are first 
measured, and a straight line is measured from one of the angles 
to a point in the middle of the opposite side. This fourth line 
is called a tie-line or proof-line, and is an efficient means of detect- 
ing errors. Within the larger triangles, as many smaller triangles 
and tie-lines are measured as may be required for determining 
the position of all the objects included in the survey. The 
directions of the lines forming the sides of these secondary 
triangles are so placed that the offsets to be measured from them 
may be as short and as few in number as practicable. Pickets 
are placed in the ground at each angle of the triangles, the 
general form and position of which are noted for reference in a 
hand-sketch, distinctive letters being written at each point of 
intersection. The points of intersection of all straight lines, as 
well as the angles of the triangles, are always points measured 
to or from. They are called stations^ and the lines connecting; 
them statiovrlines. Secondary stations are best marked by 
whites, which are cleft sticks holding small pieces of white paper^ 
on which a number may be pencilled. 

In carrying out a survey with the chain only, it is necessary 
to attend to the following rules : — ^Walk two or three times over 
the ground in order to get a good idea of it, helping your memory 
with a rough sketch. The first line should be made as long as. 
the place to be surveyed will allow, so that it may form a con- 
venient base with which the other lines may be connected. 
Select a suitable station on each side of the base-line near the 
boundary of the work. To these stations, lines should be 
measured from each end of the base-line, thus forming two large 
triangles, one on each side of the base-line. On the sides of these 
triangles, smaller triangles must be marked out, so as to cover 
all the ground to be surveyed. 

The rough sketch is usually made in the fieldrhook — a book in 
which every step of the operations gone through in the survey 
is to be carefully entered at the time. The field-book is ruled 
with a column down the centre of the page. In this are set 
down the distances on the station-line at which any offset is 
made, and on the right and left of the column are entered the 
offsets and observations made on those sides respectively of the 
station-line. The middle column represents the chain. It is, 
therefore, advisable to begin the entries at the bottom of the 
page; the chain and field-book being thus placed in the same 
position at the station-line with respect to the surveyor, who 
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keeps his face directed towards the distant station. The crossing 
of fences, roads, or streams is to be shown by joining lines in a 
way similar to the form which they present on the ground. 

The following example shows the manner in which the field- 
notes may be entered in the survey of a triangular piece of 
ground : — 



From B 


687 


to D, tie-line 




862 


to A 


FromD 


© 






956 


to D 


From C 









1265 


to C 




800 


to B, point for tie-line 


From A 


© 





In booking, certain conventional signs are adopted for the 
remarks that occur frequently. The commencement of a station- 
line, for example, is represented by a small circle or a triangle, 
and its termination by a line drawn across the page. A station 
left in a line, to or from which another line is to be measured, is 
usually represented by its number enclosed in a circle. A turn 
to the right or left is indicated thus f t1. 

Proper attention in keeping the field-book saves much time in 
-plotting, and guards against errors likely to arise from reference 
to confused notes. In fact, notes ought to be kept so clearly 
that a draughtsman should be able to plot the survey without 
further instruction from the surveyor 

In spite of its apparent want of accuracy, the method of 
•surveying with the chain alone gives, in the hands of an accom- 
plished surveyor, very satisfactory results. At the same time, 
though sometimes used for the sur£a,ce-surveys of small collieries, 
it is not considered sufficiently accurate for surveys of metal- 
liferous mine royalties. 

Chain used in Trigonometrical Surveys. — Before compensating 
bars were invented, steel chains were employed for base- 
measurement in the Great Trigonometrical Survey of the 
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United Kingdom. In using the steel chain, a drawing-post 
and a weight-post were used; a 56-lb. weight being always 
applied to one end of the chain, whilst the other was fixed to 
the drawing-post. The chain was made to rest in deal coffers 
supported by trestles, in order to obtain a perfectly level surface, 
and thermometers were placed at different distances in order to 
ascertain the temperature of the chain, so that the base might 
be reduced to its value at a given temperature. The chain was 
100 feet long, and consisted ojf 40 links, each i inch square. 

(b.) Rods. — When very accurate measurements were required, 
deal rods were at one time largely used instead of the chain for 
measuring long lines. They were, however, soon discarded in 
exact operations, as experience showed that they were liable to 
sudden ^d irre^lar ch^ges in length from dryness or humidity. 
Saturated with boiling oil, and afterwards covered with a thick 
coat of varnish, well-seasoned wooden rods will be found suffi- 
ciently exact for ordinary purposes. Such rods are usually 
made of lance wood, and are 5 feet in length. They must be 
placed in line very carefully end to end. They are rarely 
placed directly on the ground, which, as a rule, is too uneven. 
A horkontal line may be constructed along the base to be 
measured, by means of a stretched cord. 

On the Trigonometrical Survey of the United Kingdom, glass 
rods were substituted for wood in the measurement of the 
Hounslow base in 1784. Their ends were protected with metal 
caps. The results obtained were perfectly satisfactory, measure- 
ments with the glass rods and a check measurement with a steel 
chain of perfect workmanship, giving results that differed by 
little more than half an inch in the base-line of 27,404 feet. 
Steel rods also have been found useful for geodetic measure- 
ments. 

For the measurement of the Loch Foyle base, an apparatus 
was devised by Colonel Colby. In this he obtained an unalter- 
able linear measure by using compensating expansions. Two 
bars, one of iron, the other of brass, 10 feet long, were placed 
parallel to each other, and rivetted at the centre, it having been 
found by numerous experiments that they expanded or con- 
tracted in the proportion of 3 to 5. The brass bar was coated 
with some non-conducting substance, in order to equalise the 
susceptibility of the two metals to change of temperature. 
Across each end of these combined bars was fixed a tongue of 
iron, with a minute dot of platinum so situated on this tongue 
that^ with every change of contraction or expansion, the dots at 
each end always remained at the constant distance of 10 feet. 

On the Continent, rods 3 to 4 yards in length are employed, 
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terminated by two points, and provided in the middle with a 
builder's level and a handle. This apparatus is known as the 
JieM'Compasaea, and is often used for filling in the details of a 
survey. 

(c.) Steel Bands. — The most suitable instrument for measuring 
lengths in mine-surveys is the steel band. It is more convenient 
and less liable to inaccuracy than the chain. It is usually 100 
feet, or 100 links, in length, with feet etched on one side and 
links on the other. It is provided with a handle at each end, 
and is wound on a steel or wooden cross. It is enJployed in 
precisely the same way as the chain. Like that instrument, it 
presents the advantage of rapidity ; but it has the additional 
advantage of representing a length of which the variations are 
dependent only on the temperature, since it does not kink, 
stretch, nor wear so as to change its length. 

In surveying the anthracite mines of Pennsylvania, Mr. E. B. 
Ooxe * uses a measuring-tape made of a ribbon of tempered steel, 
008 inch broad and 0*015 inch thick. It is 500 feet long, and 
weighs 2 lbs. 7^ oz. At each tenth foot a small piece of brass 
wire is soldered across the tape, the white solder extending 
about an inch on each side of the wire. In the latter is filed a 
small notch which marks the exact spot where the tenth foot 
ends. The distances from the zero point of the tape are marked 
upon the solder by counter-sunk figures. The white solder 
enables the 10-feet notches to be found very easily, and the 
counter-sunk figures, being filled with dirt, stand out upon the 
white ground of solder. The tape is wound upon a simple 
wooden reel, 10 inches in diameter, which can be held in one 
hand and turned by the other. Two brass handles, which can 
be detached, accompany the tape, and are carried upon the reel. 

The advantages of the tape are — (1) the greater facility in 
measuring up and down slopes, or along the face of the coal ; 
(2) greater accuracy in measuring from one station to another, 
as the tape forms a straight line from one station to the other, 
and there is no error from the use of arrows; (3) the tape 
does not stretch appreciably. Its disadvantages are — (1) it is 
liable to break, unless carefully handled ; (2) it is necessary to 
roll it up and unroll it again when the distances vary very 
much. The tape, however, can be easily mended when it breaks. 
Por this purpose, a small sleeve of brass is made tinned inside, 
in which the broken ends of the tape are slipped and then 
soldered by heating the sleeve with a red-hot poker. 

There are three sources of error in the use of the steel tape, 

• Trans, Amer, Inst, M.E.y vol. ii, 1874, p. 219. 
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(1) the extension of the tape by stretching ; (2) the shortening 
of the tape in consequence of its assuming the form of the 
catenary curve; and (3) the contraction or expansion due to 
change of temperature. The tape does not stretch to any 
appreciable extent, and any error thus caused is compensated 
by the shortening due to the formation of the catenary curve 
by the tape. The true distance indicated by a 500-foot steel 
tape, when subjected to the usual tension of 40 lbs., is calculated 
to be 499*9185 feet. With regard to the expansion caused by 
change of temperature, a tape measuring 600 feet in length at 
32°F. becomes 500*6 feet in length at 212", so that a variation 
of 60° causes a variation of only two-tenths of a foot in a 500- 
foot tape. 

The steel band is to be recommended for all important work 
in mine-surveying, whilst the chain should be used for filling in 
details, and where extreme accuracy is unnecessary. 

(d) Measuring- Wheel. — The viameter, or measuring-wheel, is 
sometimes used for measuring station-lines. The wheel is rolled 
over the ground to be measured, and its motion is communicated 
to a series of toothed wheels so proportioned that the index-wheel 
registers their revolutions, and records the whole distance passed 
over. On very even ground the results are fairly satisfactory. 

(e.) Pacing. — A line maybe measured by pacing, with tolerable 
accuracy. This method consequently is frequently employed on 
explorations, preliminary surveys, and in levelling with the 
aneroid barometer. In order to obtain accurate results, the 
surveyor must accustom himself to an accurate pace. This may 
be done by pacing a distance of 200 to 300 yards repeatedly, 
until the same number of paces is always obtained. An instru- 
ment, called a passometer, made in the form of a watch may be 
conveniently used for registering the number of paces, thus 
precluding the absorbing attention required for accurately 
counting a considerable number of paces. The distance may be 
registered direct by a similar instrument, the pedometer, which 
can be adjusted with facility to long or short steps. 

The usual step is the military pace of 30 inches, 108 of these 
paces per minute representing a velocity of 3*07 miles an hour. 
If no unfavourable conditions come into play, for example, slope 
of the station-line or fatigue, a distance may be determined by 
pacing accurately to within 2 per cent. The pace of the surveyor 
should be re-measured from time to time, since after the age of 
25 to 30 years, the length of the pace diminishes considerably 
with increasing age. 

On slopes, the pace is always shorter than on level ground. 
Professor W. Jordan gives the following averages : — 



24 



MIKBHBURTETIl^a 














Rise. 


FMe. 


Fall 


Pace. 


0' 


Inches. 
80-3 


0" 


Inches. 
30-3 


s** 


27-5 


5" 


291 


10" 


24 4 


10" 


28*3 


15* 


22-0 


15" 


27-5 


20" 


19-7 


20" 


26-3 


26" 


17-7 


25" 


236 


30" 


150 


30" 


19-7 






The relation between the height of the individual and the 
length of his pace, may be seen from the following averages : — 



Height 


Pace. 


Height 


Pace. 


Feet. Inches. 
5 


Inches 
29-5 


Feet. iDcbea. 
5 8 


Inches. 
31-5 


5 2 


30 3 


5 10 


32-2 


5 4 


30-7 


6 


32-6 


5 6 


31-1 


6 2 


33 



Accuracy of Linear Measnr&ments. — Professor F. Lorber, of the 
Leoben School of Mines, has made a careful study of the accuracy 
of linear measurements. From 6,000 measurements, he deduces 
the following table showing the mean error of each method 
employed. The error is proportional to the square root of the 
length, according to the theory of probabilities. The moan error 
m in measuring a line L by five different methods is as follows : — 



Two rods along a stretched cord, 

Two rods, without cord, 

Cham, 

Steel band, 

Field-compasses, 

Measaring-wheel, 



Fqaare root of L 
multiplied by 

m = 0000535 

m = 000927 

m = O0O300O 

m = 0-002160 

m = 0002120 

m = 003600 
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The mean error is thus approximately — 

1:2:6:4:4:7, 

according to the method employed. Thus, a measurement with 
rods along a stretched cord is six times as exact as a measurement 
of the same line with the chain. From the results given above, 
it is evident that measurements with rods along a stretched cord 
are the most exact, whilst, with the exception of the measuring- 
wheel, the chain gives the most untrustworthy results. The 
steel band, too, gives results one and a half times more accurate 
than those given by the chain. 

Normal errors, such as those due to defects in the instrument,: 
and errors in allignment, increase in proportion to the length. 
For the various instruments, with the exception of the rods along 
a stretched cord, where the normal error r is reduced to a 
minimum, these errors are as follows :— 

Two rods, without cord, . . . r = - O'OOOOS L 

Chain, r = + 0-00046 L 

Steel band, r = - 000032 L 

Field compasses, r = - 0*00079 L 

In the case of the chain only is the error positive ; that is to say, 
the length measured is longer than the true length. 

The rapidity of measuring is shown by the folio wing averages: — 



Ikbtsuxikv. 


Assistants. 


Mbav Spud m Mibcti. 


Absolute. 


Per Asristant. 


Hods, • • . • . 
Chain, .... 
Steel band^ . • 
Field-compasses, 


2 
2 
2 

1 


Feet. 
45 

59 

65 

85 


29 
32 
85 
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CHAPTER III. 
The Miner's Dial. 

Directive Action of the Earth's Magnetism. — In determining 
the linear direction of mineral deposits, and in acquiring in- 
formation to aid in laying down on paper the position and 
•extent of mine-workings, the magnetic-needle has long been 
•employed. 

The action pf the earth on a magnetic-needle is directive, that 
is, it determines the position of the needle with relation to the 
■cardinal points of the horizon, but causes no strain on the point 
on which the needle is balanced. Thus, if a magnetic-needle is 
supported at its centre of gravity, it assumes a certain direction ; 
one pole pointing towards the north and the other towards the 
south. The pole of the needle directed towards the north is 
•palled the north pole or, more correctly, the north-seeking pole, 
and that directed towards the south is called the soutJi pole or 
south-seeking pole. The magnetic force acts through rocks, 
glass, and liquids as instantaneously and with as great intensity 
as through the air. 

Historical Sketch.— To Flavio Gioja (1302-1320) is usually 
assigned the credit of having first enclosed a magnetic-needle in 
a box. The use of the magnetic-needle for surveying mines is 
first described by Georgius Agricola in the fifth book of his De 
re Metallicd, published in 1556. The compass there described is 
of a very primitive character. It consists of a series of seven 
•concentric circles filled with wax of different colours; in the 
middle is a depressed receptacle to contain the magnetic-needle. 
An old compass of this type is preserved in the collection 
-of the School of Mines of Olausthal in the Harz. It bears 
ihe date 1541, and consists of a wooden plate, | inch thick 
and 6 J inches in diameter, in the middle of which is a small brass 
compass-box, 2 inches in diameter. The whole is placed in a 
circular receptacle in a wooden box, which may be closed by a 
lid, and which is provided with a hole in its base, probably to 
enable it to be plax^ed on a stand. The compass has only a north 
and south line marked, and round its raised edge a double ruler 
revolves. The wooden plate has several concentric circular 
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depressions, filled with wax of different colours. When in use, 
the instrument was so placed that the needle pointed to the 
north, and the ruler revolved until it pointed in the direction, 
the bearing of which was required. A scratch was then made 
on one of the wax circles to indicate this direction. The laying 
down of the results was effected by repeating the survey at the 
surface, commencing at the mouth of the shaft. The object of 
such surveys was merely to determine how near the under- 
ground workings were to the boundary of the concession. 

In the 17th century, mines were surveyed in this country in 
a somewhat similar manner. Thomas Houghton, writing in 
1681, describes the method of surveying adopted in the Derby- 
shire mines, as follows : — " Having provided yourself of a Dial 
in a square Box, or a long square Box, which is better ; and also 
of a Two Foot Rule, and a String or Cord with a Plummet at 
the End : first plum the Shaft : Now suppose you come to take 
a Length forwards into the Drift at the Shaft Foot, having first 
made a Mark there where the Plum fell, let a Boy hold one End 
of the String therein, and bid another Man take the Plummet, 
and go as far back into the Drift as he can, till the Plum he hath 
in his Hand touches the Side ; and stretching the String streight, 
observe that it touches no where betwixt that End he holds in 
the Mark, and the Plummet the other Man hath in his Hand, 
^if it touches the Side bid him come nearer) then apply the Dial 
to the Side of the String, and when the String and Dial lie 
exactly streight together, take the Point the Needle stands on, 
which suppose here to be 44 ; set down the Point, bid him make 
a mark at the Plummet ; then pull back the String and measure 
it, which suppose here to be 12 rules and 14 inches : Then go to 
the Mark he hath made, hold one End of the String in it, bid 
him go back into the Drift with the Plummet as far as he can, 
till the middle of the String begins to touch the Side; then 
stretching the String streight, observe that it touches no where 
betwixt them that hold it, apply the Dial to the Side of it, and 
take the Point the needle stands on.** 

The process was then repeated until the end of the level was 
arrived at. The lengths and bearings thus obtained were pegged 
out at the surface, and thus a mark was obtained above ground 
exactly above that left at the end of the level underground, 
"You must observe," says Houghton, "that your Rule and 
String lie parallel with the Edge of your Dial, that is, equally 
at both Ends ; or else you will miss in taking the true Point. 
Under Ground the Dial is guided by the String; but above 
Ground the String is guided by the Dial" 

Even in the middle of the last century, dialling was carried 
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on with appliances of a very primitive character. " The instru* 
ments used," writes Dr. W. Pryce in 1778, " are, a compass 
without a Salomon or style, but a center pin projecting from tlie 
middle of the compass to loop a line to, or stick a candle upon, 
fixed in a box exactly true and level with its surface, about 6, 
8, or 9 inches square, nicely glazed with strong white glass, and 
a cover suitable to it hung square and level with the upper part 
of the instrument : a twenty-four inch gauge or two-foot rule, 
and a string or small cord with a plummet at the end of it : a 
little stool, to place the dial horizontally : and pegs and pins of 
wood, a piece of chalk, and pen, ink, and paper.** 

The author warns " those who take no account of the points or 
angles of the compass, but in lieu thereof, chalk the bearing of the 
line they measure with, on the board the compass lies in ; for if 
they are not exceedingly careful and precise in their operations, 
they may commit almost unpardonable and irretrievable blunders : 
yet formerly, before penmanship and figures were so generally 
understood and practised among the common Tinners, as they 
are at present, most of our Mines and Adits were dialled for 
in this manner." 

Towards the end of the last century, the dial was fitted with 
sights, by means of which the direction of the station-line could 
be taken with precision. 

Description of the Miner's Dial. — In its simplest form, the 
miner's dial consists of a box of brass or wood, on the base of 
which is fixed a brass ring divided into 360**. The base of 
the box within this ring is also graduated, but each division 
contains 10°, and the numbers proceed from the north and south 
points to 90° on each side, thus dividing the inner circle into 
four quadrants of 90" each. On a finely pointed pin fixed in the 
centre of the circle, a magnetic-needle is freely suspended, so that 
when the dial is placed in a horizontal position and the needle 
unchecked, one end points towards the north. This north-seeking 
end is distinguished by some mark. The instrument is supplied 
with a glass cover, and also with a brass lid to protect it when 
not in use. Perpendicular to the horizontal plane of the instru- 
ment, are two brass plates, called sights, one at the north, and the 
other at the south point. These sight vanes are divided into two 
parts, the upper one on one side having a fine slit cut throughout. 
The corresponding division of the opposite sight carries a plain 
wire. In the lower divisions, the relative positions of the slit 
and wire are changed. The compass-box is attached to a tripod- 
stand by a socket fitting on to a corresponding plug ; an inter- 
mediate ball and socket joint furnishing the means of levelling 
the instrument. 
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(a.) The Magnetic-Needle. — In shape, the magnetic-needle is 
usually rhombic (Fig. 8) or rectangular (Fig. 9), or its height 
may be greater than its breadth, in which case the edges are 
bevelled (Fig. 10). Magnetic-needles of the rhombic form have 
the advantage of lightness. It is, 
however, not advisable to make the „ 

needle pointed, as it retains its mag- Fig. g. I. 
netism longer when the ends are 
square. In the form shown in Fig. j ^' 

9, the points are replaced by a fine ^^* ' ^ 



^ 



etched line, representing the mag- r 

netic axis. Fi^. 10. ^' a 

The needle is drilled through in 
the centre, and carries above the aperture a hollow brass cap, 
lined with some hard stone conically hollowed out. Agate or 
carnelian is usually employed for the purpose ; but ruby is best. 
The cap must be as light as possible, and it must be firmly fixed 
to the needle in such a way that its axis forms a right angle with 
the axis of the needle. The interior of the cap must be accurately 
conical. Caps made of brass, silver, or steel should be avoided, 
as they cannot be polished so well as those of agate, and they are 
very soon bored through by the centre pin. This pin is made of 
good steel with a hard, smooth, round point, the angle of which 
is not too obtuse. The more pointed the pin and the more 
conical the interior of the cap, the less is the friction of the 
needle on its pivot. 

The needle must be made of pure spring-steel, and so con- 
structed that its geometrical centre line passes exactly through 
the centre of the cap. It ^lust be sufficiently magnetised, and, 
when placed on its pivot, must assume a horizontal position. A 
needle which is horizontal before being magnetised, will dip 
after having been subjected to that treatment. It is, therefore, 
necessary to make one end of the needle heavier than the 
other. 

In order to preserve the pin from unnecessary wear, and from 
being broken off when the instrument is carried, a contrivance is 
employed for fixing the needle. This consists of a slide, pressed 
from outside, which raises the needle and presses it against the 
glass lid of the dial. .When required to be used, the needle 
should be lowered carefully, so that it gently rests and does not 
&.11 upon the centre pin. 

Much depends upon the sensitiveness of the needle. A 
sluggish needle is utterly useless. The needle may be tested by 
bringing a piece of iron near it when at rest, observing whether 
it returns exactly to its former position after a few oscillations. 
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The test should be made at several points round the diaL 
The needle should not move when the dial is gently revolved. 

All parts of the dial, with the exception of the magnetic-needle 
and the centre pin, must be made of metal free from iron or 
nickel. They may be tested by bringing them near a sensitive 
magnetic-needle balanced on a centre pin fixed in a piece of 
wood, and noting whether the needle moves, as each separate 
portion of the dial is brought near it. 

In making a survey with the dial, care must be taken that 
nothing capable of attracting the needle is carried about the 
person, such as penknives, keys, steel watch-chains, spectacles, 
nickel-plated studs, or iron rivets in the magnifier used to read 
the graduations. Watches in which the movements are made of 
nickel, attract the needle almost as much as when the movements 
are made of iron. The brims of felt hats are sometimes stiffened 
by inserting an iron wire round the edge. The surveyor should 
therefore examine both his watch and his hat before commencing 
a survey. Sometimes the needle persistently sticks to the under 
side of the glass. This is caused by the glass becoming electrified 
from rubbing against the clothes, or from being cleaned with a silk 
handkerchief. The electricity may be at once removed by 
touching the glass with the moistened finger or by breathing on 
the glass. An unsuspected source of error in magnetic-needle 
readings has recently been discovered to arise from the magni- 
fying glass used for reading the graduations becoming electrified. 
The magnifier generally used for that purpose has a hard, 
highly-polished, black frame, which is peculiarly liable to become 
electrified, even by the mere carrying in the pocket, so that, 
when brought near the magnetic-needle, it draws it sometimes 
as much as half a degree from its. true resting place. 

In a good dial the centre pin of the needle should be exactly 
in the centre of the graduated circle, and the needle should be 
straight. If this is not the case, there will be an error of eccen- 
tricity in every observation. The constant eccentricity^ when the 
centre pin and the ends of the needle are not in one vertical 
plane, and the variable eccentricity, when the centre pin is eccen- 
tric to the graduated circle, may be detected by the readings at 
the two ends of the needle not agreeing. In both cases the 
error may be corrected by reading both ends of the needle, and 
by taking the mean of the two results. Cases of irregular eccenr- 
tricity are sometimes met with — that is, when the point of 
suspension of the needle in the cap is variable. Needles pre- 
senting this error are useless. 

{b.) Spirit-Levels. — On the dial-plate are two small spirit-levels, 
consisting of glass tubes slightly curved and nearly filled with 
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some limpid liquid, a bubble of air being left. One of the spirit- 
levels is parallel to the direction of the sights, whilst the other is 
at right angles to it. They are so adjusted that when the bubbles- 
are in the centres of the tubes, the dial is level. 

Spirit-levels are usually filled with alcohol or ether. The 
bubble, being specifically lighter than the liquid, always assumes 
the highest possible position ; and if the tube has been ground to* 
a perfectly circular longitudinal section, the tangent to its inner 
surface at the centre of the air bubble is a horizontal line. 

(c.) The Tripod. — The dial is usually supported on. three legs,, 
shod with iron, and connected at the top in such a way that they 
are movable in any direction, lightness and rigidity being the 
qualities desired. Usually the legs are made with a screw-joint 
in the middle, and a set of extra points is provided to screw on, 
when the workings are low. The dial is connected with the 
tripod by means of a ball and socket joint, which consists of a. 
ball at the end of a covered spindle fitting into a corresponding 
cavity under the dial-plate. The ball turns in a socket, and can 
be loosened or tightened at will. It thus admits of motion in 
any direction. 

(1.) Taking Underground Observations with the Dial. — The^ 

hearing of a line is the angle which it forms with the direction of 
the magnetic-needle. To take the bearing of any line, set the 
compass exactly over any point in the line by means of a plumb- 
line suspended from beneath the centre of the dial ; level the 
instrument, and direct the sights to an object at the other end of 
the line. Then measure the line, and note the distance measured 
in the dialling-book. The needle will thus have been allowed 
sufficient time to come to rest. A second look along the line 
may now be taken in order to test the accuracy of the observa- 
tion, the eye being applied to the south sight. The number of 
degrees to which the north-seeking end of the needle points is. 
then carefully noted. This method of taking an observation 
with the north sight in advance is that generally employed. The 
results are called /ore-observations. Sometimes, however, it is. 
desirable to place the eye at the north sight, and look back in a- 
direction contrary to the order of the survey. Observations 
taken in this way are called back-observations. The angle is read 
from the north-seeking end of the needle, and entered in the 
dialling-book as if it had been a fore-observation. This method 
is employed in dialling a line from the centre of a shaft, where 
the instrument cannot conveniently be set up. By using the 
back-observation throughout a survey, taking back-observations, 
and fore-observations alternately, the instrument is moved only 
half the number of times it would otherwise be. ■ 
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The lettering of the miner's dial differs in an important par 
ticular from that of the mariner's compass or pocket geological 
compass. When we face the north, the east point is on our right 
hand, and the west on our left, and the graduated card of the 
mariner's compass is marked accordingly. In the miner's dial, 
however, the letters representing east and west are transposed. 

The reason of this will be seen from Fig. 11. 
Here the dial is represented with the east and 
west points in their true position. The line of 
sight 'in which the observation is taken lies 
over the north and south line marked N S. 
This is to be placed in any required direction, 
and being fixed, the magnetic-needle is found 
to rest, we will suppose, in the position indi- 
cated by the dotted line AB, the north- 
seeking end of the needle coming to rest at 24** 
distant from the north and south line. * The 
reading of this is not N. 24° W., as might at 
first be supposed, but N. 24° E. The reason 
Fit;. 11. is apparent on considering that the needle is 

the only representative of the magnetic bear- 
ing. If then a corresponding line D is drawn upon paper, the 
•end will represent the magnetic north. The line N S coincides 
with a line in the direction of the road to be surveyed, which on 
the plan will be represented by a line E F parallel to N S, and 
this line of direction is clearly seen to be on the east side of the 
magnetic meridian, forming with it an angle of 24° 

In order to prevent confusion, miner's dials are, as a rule, 
graduated from right to left, the east and west points being trans- 
posed. An illustration of the necessity of this change may be 
afforded by imagining a watch in which the dial-plate moves from 
left to right, whilst the hand remains immovable. It is evident 
that the hours must count from right to left for the watch to 
indicate the right time. Similarly, in the case of the miner's 
•dial, the magnetic-needle always points to the north, and may 
consequently be compared with the fixed hand of the supposed 
watch. 

In some of the older patterns of miner's dial the letters are 
not transposed, the east being on the right and the west on the 
left. In using a dial of this kind, the letters must be mentally 
reversed before the bearing is noted. The best method to adopt 
for entirely avoiding all confusion is to disregard the lettering 
of the dial, and read the azimuth or meridian angle, remembering 
that 90° represents the east, 270° west, and 180° south. 

Taking TerticaJ Angles. — In the old type of miner's dial, the 
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brass cover protecting the glass fitted on in one position only. 
The edge was graduated to 45® on each side of a zero-point, a 
pin being fixed on the edge directly opposite that point. The 
line joining the pin and the zero-point was at right angles to the 
line of sight. Vertical angles were measured by turning the 
instrument, by means of its ball and socket joint, until it was in 
a plane at right angles to its proper position for taking horizon- 
tal angles, the graduation of the cover being at its lower edge. 
A plumb-line was then suspended from the pin in the upper edge 
of the cover. This line coincided with the zero of the graduation 
when the sights were horizontal. On turning them upwards or 
downwards from that position, the number of degrees indicated 
by the plumb-line was found to represent the angle of elevation 
or depression. 

Miner's dials are now made with a semicircular vertical arc 
which may be fixed at pleasure across the central line of the 
compass. It is provided with a movable limb carrying a hori- 
zontal bar with a pair of sights. The semicircle is, as a rule, 
divided into single degrees, marked from 0° in the centre to 90' 
on the horizontal line on each side. Frequently a long spirit- 
level is fastened to the bar of which 
the sights are part. The sights are 
directed to the object, of which the 
bearing is required, and inclined the 
requisite amount. The horizontal and 
vertical angles can then be read. 

This vertical arc is in general use 
in metalliferous mines. In collieries 
where the vertical angles required to 
be measured are never excessive, a 
side arc is usually employed. This 
has the advantage of leaving the face 
of the dial quite free. Fig. 12 illus- pig, 12. 

trates the best form of side arc. In 

the dial here shown the sights are carried by an outer ring 
concentric with the dial. This arc was invented in 1850 by 
John Hedley, H.M. Inspector of Mines. 

The side arc with sights attached to it should be avoided. If 
the sights are directed to the forward or back object when taking 
a vertical angle, the bearing will be incorrect, as the deviation 
from the true line on looking through the side-sights amounts to 
half the diameter of the dial — that is, the distance from the 
centre of the dial to the line of sight. 

Keeping the Dia]]ing-Book.-^The survey is noted in the follow 
ing manner : — 

3 
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WORK AND REST MINE.— ADIT LEVEL. 

From perpendicular line in engine shaft 3/- W. and 2/- N. of centre. 

Shaft (90°) 14 by 7. 



No. 


BSASIVO. 


DlSTASCB. 


Offshs. 


BUfABXS. 


A 


369° 45' 


fins. ft. ins. 
12 2 6 


2/. 


L. 

3/. 




B 


346° 00' 


13 4 10 


3/6 


2/9 




C 


332° 21' 


10 3 


2/. 


3/- 


N. 2/6 S. 3/. 


D 


276° 03' 


5 2 


4/- 


6/. 




£ 


264° 06' 


3 5 9 


6/6 


3/. 




P 


292° 16' 


32 


4/2 


6/- 




G» 


184° Oy 


12 


3/. 


3/- 


END of X cut. 


G 


272° 00' 


16 6 


3/9 


3/9 




H 


264° 06' 


6 4 


2/6 


2/. 




J* 


232° 00' 
232° 00' 


3 6 9 
10 


2/. 
2/6 


2/6 
2/6 


Tea and nail, N. wall, 
2/. N. of J. 

END. 



The above are the notes of the survey of the adit level of a 
supposed metalliferous mine, the name of which was suggested 
by Mr. J. Henderson, M:Inst.O.E., as showing the intermittent 
nature of many metalliferous mines, which are so frequently 
abandoned when the metal falls in price, and re-opened in 
better times. 

The survey is made in the adit level, and starts from a per- 
pendicular line in the vertical engine shaft, which is rectangular 
in section, 14 feet long by 7 feet wide. The dial is set up at A, 
and a back-observation is taken to the perpendicular line, the 
observer looking through the north sight of the instrument. The 
bearing indicated by the north-seeking end of the needle is read 
and entered as the first bearing. It will be found advisable to 
write the degrees and minutes as if the latter were decimals ; in 
this way any confusion between such numbers as 30' and 3' ia 
avoided. The length of the station-line is measured, and the 
result, 12 fathoms 2 feet 6 inches, entered in the distance column. 
The best form of book to use is an ordinary account-book, the 
£, s., and d. columns serving for Mhoms, feet, and inches. 
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In plans of metalliferous mines, it is highly desirable to repre- 
sent the variable width of the level after the ore has been 
extracted, so as to clearly indicate the position of the various 
courses of ore. Offsets should therefore be taken at the end 
of each station-line at right angles to it. They are measured in 
feet and inches, and, in order to necessitate as little writing as 
possible — an important matter in a wet mine — may be written 
in a way simUar to the abbreviated mode of writing shillings 
and pence. 

At the survey line leaves the cross-cut driven from the 
shaft to the lode, and continues on the lode. As there is a 
sharp turn at this point, offsets are measured to the north and 
south, as well as to the right and left. At E a cross-cut is 
driven south of the lode. The dial being set up at F, an 
observation is taken to a candle at the end of the cross-cut. 
The bearing is then read, and the distance, 12 fathoms, measured. 
This line is a branch from the main survey line, and is dis- 
tinguished by a small figure 2 attached to the letter that would 
have been assigned to the station had it belonged to the main 
line. With the dial still at F, an observation is next taken to 
G, and the survey continued as before. At K, the end, ovfore^ 
breast, is reached, and a permanent mark has to be left, from 
which the survey may be continued at a future date. The mark 
should not be placed at the end, where it is liable to be shattered 
in the next blasting operation. The usual practice is to measure 
a fathom back along the line of sight, and to insert a peg and 
nail in the wall of the level, carefully noting its position for 
future reference. 

The offsets to the walls of the level are sometimes omitted, 
the level being shown in the plan as a double coloured line. 
In this case, care must be taken to keep the line of sight exactly 
in the middle of the level ; otherwise an incorrect representation 
of the workings will result. 

(2.) Surface-Surveys with the Miner's Dial.— For making the 
surface-survey of a mine-royalty, the dial may be used in the 
same manner as it is underground. There is, however, the 
advantage that opportunities frequently occur of checking the 
work during its progress by means of tie-lines. 

The manner in which the results should be entered in the 
field-book may be seen from the accompanying record of a survey 
of a four-sided field connected with the shaft of a mine. 

The measurements in this survey are made in links. The 
dial was placed at A, and, when the instrument had been 
carefully levelled, the sights were turned in the direction of the 
shaft. An assistant having by this time placed a staff at the 
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FIELD RECORD OF SURVEY. 



5. 



3. 



2. 



1. 



A 




116' OC 



220° OC 



285** 18 



B 



30" OC 



Shaft to A 
13" 33' 



512 
460 
400 
370 
250 
130 
120 
100 




433 
400 
250 
130 
0* 



450 
340 
260 
200 
100 





496 
400 
290 
270 
200 




630 
\ 






8 
17 
31 
35 
23 
17 



12 
18 

35 

24 

27 

15 



0A 



1 
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centre of the shaft, the sights were turned antil the vertical 
hair of the back-sight exactly cut the staff. This being a back- 
observation, the observer looked through the sight at the north 
end of the dial. When the needle had settled, the bearing 
indicated by its north-seeking end was read, and entered as 
13° 33' in the field-book. The distance from the shaft to A, 
630 links, was then measured, and noted. The sights were 
then directed to a staff held at B. This was a fore-observation, 
and therefore the observer looked through the sight at the 
south side of the dial, turning the instrument until the vertical 
hair of the fore-sight exactly cut the staff. The needle was then 
read, and the bearing, 30" 00', entered in the field-book. The 
distance from A to B, 496 links, was .measured, and offsets 
taken at the bends in the hedge along that line. The instru- 
ment was then removed to 0, and a back-observation taken to 
the staff still standing at B. This gave the bearing of line 
No. 3, 285° 18'. Line No. 4 was a fore-observation from to D. 
In order to obtain the bearing of line No. 5, the instrument 
was centred over the point at D, where the staff stood, and a 
fore-observation taken to a staff held at the original station A. 
In this way, by going round the boundaries, the outline of the 
field is obtained. In extensive surveys, this would not be suffi- 
cient ; a number of tie-lines would have to be measured in order 
to check the survey during its progress. 

In the field-book, the date of the survey should be inserted, 
all the station-lines should be numbered, and the booking should 
begin at the last line of the page, and be written upwards. In 
this way, the notes follow the direction of the survey and offsets 
to the right or left are noted on the corresponding side of the 
page. All objects, whether hedges, houses, or ponds, or what- 
ever offsets have been taken to, may thus be sketched in with 
facility. The notes should be kept so clearly and accurately 
that if necessary the survey may be plotted after the lapse of 
years, without trusting to the surveyor's memory for its details. 

(3.) Colliery Surveys with the idner's Dial. — In surveying a 
colliery where safety-lamps are used, the surveyor must provide 
himself with a safety-lamp made of copper or brass, entirely free 
from iron, for reading the magnetic-needle. The method of con- 
ducting the survey is essentially the same as that adopted at the 
surface. Instead of the staves used in the surface-survey, lights 
must of course be used as signals. ^ 

The usual method of surveying a colliery is to start from the 
centre of the shaft and continue along one of the levels to the 
face, thence through the workings to the other face, and finally 
back to the starting point at the centre of the shaft. For all 
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other roads that require to be surveyed, marks are left to return, 
to. In this way tie-lines are obtained, which are of great value in 
checking the accuracy of the survey. The size and direction of 
all faults must be carefully noted in the survey-book. 

A colliery survey, when no offsets are taken, may be booked 
in the way shown in the following example : — 



SUtlon-Line. 


Distance. 
Chahu. 


Magnetic 
Bearing. 


Inclination, 
Descending. 


Shaft to A 


4-58 


98° 25' 


0°00' 


AB 


8-65 


175'' 00' 


9° 50' 


BC 


17-75 


178° 13' 


11° 15' 


CD 


7-59 


256° 57' 


0°00' 


DE 


8-84 


277° 53' 


0°00' 


EP 


9-50 


6° 08' 


7*15' 


FG 


14*46 


8° 08' 


6° 45' 


GH 


910 


78° 45' 


0°00' 



When offsets are taken, it is best to begin booking at the 
bottom of the page and write upwards as in the example of a 
surface-survey. Except against ribs and in main gateroads, off- 
sets are seldom taken in a coal-mine, since the position of the 
face has probably changed before the surveyor reaches the sur- 
face. In the method of booking generally adopted, both bearings 
and distances are entered in the ruled column, and the line drawn 
a.cross the page at the end of each drafb, as shown in the 
preceding field-record, is always omitted. 
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CHAPTER IV. 
The Variation of the Magnetic-Keedlb. 

DefiDitions. — ^A magnetic-needle when suspended finds its posi- 
tion of rest in a line joining two fixed points on the horizon. At 
certain places on the earth's surface, these points correspond with 
the north and south points of the horizon ; but, as a rule, though 
near, they do not coincide with these. A vertical plane passing 
through the points on the horizon indicated by the needle, is 
called the magnetic meridiariy in the same way as a similar plane 
passing through the north and south poles is known as the true 
meridiem of the place. The angle formed by the magnetic and 
true meridians is termed the declination or variation of the 
needle. 

A knowledge of the declination is of the utmost importance in 
preparing mine plans, as this does not remain constant in the same 
place, but is subject to continual, though slight, variations. These 
variations are either regular or irregular. Under regular varia- 
tions are included secular and diurnal variations. 

(a.) Secular Variations. — Observations of the amount and 
direction of these variations have been made in all parts of the 
world. The first observation appears to have been made in Paris 
in the year 1541. The declination of the needle was at that date 
easterly, and amounted to 7°. In 1550 it was 8°, whilst in 1580 
it amounted to IF 30'. Thus, between the years 1541 and 1580 
the magnetic meridian veered 4° 30' further towards the east. 
From 1580 the declination decreased, the magnetic meridian 
moving towards the west, until in 1666 there was no variation; 
the magnetic and true meridians coinciding. Ever since that date, 
the variation has been westerly, attaining its maximum of 22^ in 
1820, and then gradually decreasing, so that the magnetic meri- 
dian is now gradually approaching the true meridian. 

The magnetic history of Paris does not apply to London ; 
every place, as £sur as has been ascertained, has a magnetic history 
of its own. The following table shows the change in the position 
of the magnetic-needle near London from the earliest observations 
up to the present time : — 
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Date. 


DeeUbation. 


Bate. 


Declination West 


Date. 


Declination Weit. 


1580 


11" 15' E 


1817 


24° 36' 


1871 


20° 10' 


1622 


6' 00' E 


1818 


24° 38' 


1872 


20° 00' 


1634 


4'06'E 


}819 


24° 36' 


1873 


19° 58' 


1657 


0"00' 


1820 


24° 34 


1874 


19° 52' 


1665 


r22'W 


1858 


21° 54' 


1875 


19° 41' 


1672 


2^*30' W 


1859 


21° 47' 


1876 


19° 32' 


1692 


6'00'W 


1860 


21° 40' 


1877 


19° 22* 


1723 


W 17' W 


1861 


21° 32' 


1878 


19° 14' 


1748 


17** 40' W 


1862 


21° 23' 


1879 


19° 06' 


1773 


2r09'W 


1863 


21° 13' 


1880 


18° 57' 


1787 


23*19' W 


1864 


21° 03' 


1881 


18° 60' 


1795 


23** 57' W 


1865 


20° 69' 


1882 


18° 45' 


1802 


24*06'W 


1866 


20° 51' 


1883 


18° 40' 


1805 


24° 08' W 


1867 


20° 40' 


1884 


18° 32' 


1806 


24'' 15' W 


1868 


20° 33' 


1885 


18° 25' 


1809 


24**22'W 


1869 


20° 26' 


1886 


18° 17' 


1812 


24'' 28' W 


1870 


20° 19' 


1887 


18° 10' 



From this table it appears that the magnetic-needle has required 
300 years (1580-1880) to move an arc of IV 15' + 24° 38' + 
(24° 38' - 18° 58') = 41° 33'. The average annual movement is 
consequently 8 J'. The figures given in the table from 1868 are 
the mean values of the magnetic declination as determined at the 
Kew Observatory. 

At Newcastle and Swansea the declination is about 1° 45^ 
greater than at London ; at Liverpool 2°, at Edinburgh 3°, and at 
Glasgow and Dublin about 3** 50' greater. At Yarmouth and 
Dover the declination is about 40' less than at London. ' 

The mean value of the magnetic declination for any particular 
place in Great Britain, at which no magnetic observations are 
made, can generally only be inferred firom the map prepared in 
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1872 by Sir F. J. Evans, Hydrographer to the Admiralty. This 
is given in the Philosophical 1 ransactions, 1872, vol. 162. Allow- 
ance must be made for the change which has since occurred. 
Values found in this way are approximations only. 

In certain parts of the earth, the magnetic and true meridians 
coincide. The irregularly curved imaginary line joining the 
points where there is no declination is called the agonic line. 
Such a line cuts the east of South America, and, passing east of 
the West Indies, crosses the United States, passing just east of 
Charleston, South Carolina, and just west of Detroit, Michigan. 
It then passes through the North Pole, crosses Lapland to the 
Caspian, cuts the east of Arabia, and passes through Western 
Australia to the South Pole. 

Isogonic lines are imaginary lines joining the places on the 
earth's surface whose declinations are equal at any given time. 
Maps on which such isogonic lines are shown are called declina- 
tion maps, and a comparison of these in various years shows the 
variation to which the declination is subject. 

The great variation in the declination shows the necessity of 
recording the date and declination of the needle on all mine- 
plans, with a note stating whether the bearings given were 
magnetic bearings, or were reduced to the angles, which the lines 
would form with the true meridian. 

The antiquity of the workings on an old undated plan may be 
approximately ascertained from the meridian line shown on it. 
Thus, if a plan is found to be constructed to a meridian with a 
declination of 24** west, it is reasonable to suppose that it was. 
drawn about the year 1800, for, according to the table, the 
declination in 1802 was 24° 6' west. 

(5). Diurnal Variation. — On observing a magnetic-needle 
throughout an entire day, it will be found that the variatiom 
does not remain constant, but changes more, and in a different 
way, than is demanded by the secular change. Observations at. 
London show that at about 8 a.m. the needle reaches its furthest 
point east, and that at 1 p.m. it shows the greatest westerly 
deviation from the mean magnetic meridian. The declination 
then decreases until 10 p.m., when it remains stationary until 
4 a.m. It then decreases again until 8 a.m., by which time it 
has again reached its furthest point east. The needle stands at 
its mean position a little after 10 a. m., and a little before 7 p.m. 
The diurnal changes are much the same over the whole of the 
northern hemisphere, though the amount differs. 

The following table shows the diurnal variation for London 
(Kew), Trevandrum, in Madras, and Hobart Town, in Tasmania. 
Of these places, the first is a station in middle latitude (northern 
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HOUB. 



12 a. m. 

1 p.m. 

2 p.m. 

3 p.m. 

4 p.m. 

5 p.m. 

6 p.m. 

7 p.m. 

8 p.m. 

9 p.m. 

10 p.m. 

11 p.m. 

12 p.m. 

1 a.m. 

2 a.m. 

3 a.m. 

4 a.m« 

5 a.m. 

6 a.m. 

7 a.m. 

8 a.m. 

9 a.m. 

10 a.m. 

11 a.m. 



L0KD05. 



Minutes. 
-613 

-6-19 

-6-81 

-4-28 

-2-60 

-1-26 

-0-39 

+ 0-22 

+0-68 

+0-99 

+ 1-24 

+ 1-37 

+ 1-43 

+ 1-29 

+ 1-39 

+ 1-61 

+ 1-88 

+ 2-51 

+307 

+3-58 

. +3-80 

+2-95 

•fO'46 

-2-68 



Tkevandeuk. 


HOBAST TOWH. 


Minutes. 


Minutes. 


-0-61 


+ 1-35 


-0-45 


+ 3-60 


-015 


+4-65 


+ 0-13 


+4-40 


+0-28 


+3-35 


+0-24 


+2-00 


+013 


+ 115 


+004 


+0-50 


-005 


+0-00 


-008 


-0-55 


-006 


-0-90 


+ 01 


-1-00 


+0-09 


-0-95 


+013 


-0-75 


+0-15 


-0-55 


+0-09 


-0-40 


+002 


-0-40 


+0-01 


-0-75 


+018 


-1-30 


+ 0-32 


-2*15 


+0-24 


-3-25 


+0-06 


-3-70 


-0-22 


-300 


-0-50 


- 1-15 



In this table deflections towards the magnetic east are reckoned positive, 
deflections towards magnetic west negative. 
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hemisphere), the second is an equatorial station, and the third a 
station in middle latitude (southern hemisphere). 

The diurnal variations are found to vary with the seasons of 
the year. They are much greater in summer than in winter. 
The cause of the variations is frequently ascribed to the influence 
of sunlight. Other influences appear to be at work, as is shown 
by the fact that the variations of the declination of a magnetic- 
needle at a place on the earth's surface coincide with the varia- 
tions observed simultaneously underground. This was found by 
Professor Borchers to be the case at Olausthal, in the Harz, where 
a magnetic observatory was erected at the Eleonore mine, 1,788 
feet below the surface. Similar results were obtained at a mag- 
netic observatory established, at a depth of 3,280 feet below the 
surface, in the deepest mine in the world, at Przibram in Bohemia. 
The slightest movements of the magnetic-needle observed at the 
earth's surface occur at the same time and to the same extent 
even at the greatest depths to which mining is able to penetrate. 

Irregular Variations. — The magnetic-needle is subject to violent 
and irregular disturbances, which are sometimes considerable, 
amounting in extreme cases to 1 or 2 degrees. These irregular 
disturbances or magnetic storms appear to be coincident with the 
appearance of the aurora borealis, earthquakes, and volcanic 
eruptions. The cause of these storms has not yet been deter- 
mined. Sabine, however, found that they are most frequent 
every ten years when the spots on the sun are most numerous. 
Experience shows that places of the same longitude have similar 
disturbances at the same time, that those on opposite sides of 
the globe differing by 180° of longitude, have disturbances equal 
in amount but opposite in direction, and that places situated 90° 
west or east of the disturbed regions have practically no dis- 
turbance. Atmospheric storms have no effect on the needle. 

Notices of the occurrence of magnetic storms are published by 
the Superintendent of the Magnetic Department at Greenwich 
in the mining journals, and deserve the careful attention of mine- 
surveyors. 

Detennination of the True Meridian. — In order to And out the 
extent of the declination of a magnetic-needle, it is necessary to 
determine the true meridian. For this purpose various methods 
are employed. 

1. Method of Shadows. — This method is based on the fact that, 
at equal distances of its passage across the meridian, the sun is at 
equal altitudes above the horizon. Consequently at these times 
it gives shadows of equal lengths. 

A staff is planted vertically in the ground, and the ends of its 
shadows are joined when they are of equal length. On joining 
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these points to the projection of the axis of the staff, an angle is 
obtained, the bisectrix of which is the true meridian. The obser- 
vation may be made more accurately by describing a number of 
concentric circles (Fig. 13) with the foot of the staff as centre, 




Fig. 13. 



and marking the points, a, b, c, d, d\ cf, h\ a'y where each of 
them is touched by the shadow. The arcs thus obtained are 
bisected, and the points of bisection are joined to the centre of 
the circle. The line m m thus obtained is the meridian. This 
method, though a fair approximation, is absolutely correct only 
at the time of the solstices (June 21, December 22). It is the 
oldest method known ; it was used by the early Christians for 
determining the east for their churches. 

The method is considerably improved by placing a thin metal 
plate provided with a small aperture, at the top of the staff. The 

latter is inclined so that the aperture is 
^---N. perpendicularly above the centre of the 

>stN. concentric circles. In the shadow of the 

fV^ metal plate, a bright spot appears, the 

centre of which can be found with con- 
siderable accuracy. This method has been 
used on a large scale by placing perforated 
metal plates in the roofs of high buildings, 
a notable example being in the dome of 
the cathedral at Florence (1467, A.D.) 

The shadow method may be applied on 
a small scale by employing a vertical pin 
placed in the centre of a number of concentric circles on a drawing- 
board. A more con venient apparatus may be made of a brass rod 
about 7 inches in length, provided at its lower end with a screw 
and at the top with a very thin plate of brass about 2 inches 




Fig. 14. 
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long and 1^ inch broad, bo arranged that it forms with the pin an 
angle of about 120°. In the middle of the plate a fine hole is 
drilled. The pin being screwed into a board, half an inch square, 
near the edge, a portable instrument, Fig. 14, termed a gnomony 
is formed. This can be placed on a table or drawing-board in the 
open air, and used in the manner described. 

2. Method of Corresponding Altitudes. — If a good theodolite 
(see Chapter YIII.) is available, the meridian of a place may be 
determined in the following manner: — The theodolite, after 
careful adjustment, is set up at the point, the meridian of which 
is to bo determined, a station commanding a free view being 
selected. Vernier I. of the theodolite is then brought to zero, 
and the position of vernier II. observed. The limb is then 
turned horizontally, and the telescope moved vertically until it is 
brought to bear upon a fixed star of the first or second magnitude 
sevend hours before its culmination. As soon as the star passes 
the cross-wires of the telescope, the latter is clamped, and both 
the, horizontal and vertical circles of the instrument are read. 
The telescope is then allowed to remain with its inclination 
unchanged, and after a time the star will not be visible through 
it. After its culmination, the star will, in the course of time, 
have the same altitude that it had at the first reading. The 
star is followed with the telescope, and at the instant it crosses 
the wires of the latter, the horizontal circle is read a second time. 

Assuming that at the second reading the telescope had the 
same inclination that it had during the first reading, the direc- 
tion of the meridian will be represented by half the sum of the 
two readings on the horizontal circle. The limb being turned 
horizontally until vernier I. gives the calculated angle, the axis 
of the telescope will give the direction of the meridian. The 
method is based upon the fact that a star at equal altitudes 
above the horizon of a place is equally distant from the plane of 
its meridian. 

It is evident that the accuracy of the result depends upon the 
perfection of the instrument employed. The best results are 
always obtained by observing the star at various altitudes before 
and after its culmination, and by reading the horizontal circle 
each time with the telescope clamped at the corresponding 
altitude. Both verniers should always be read, and the arith- 
metical mean of the readings taken if they are not identical. 
The direction of the meridian is thus obtained repeatedly, and 
if there is no error, the result will be the same with each inclina- 
tion of the telescope. If the results differ slightly from one 
another, the mean must be taken ; with larger differences, the 
observations must be repeated. As a check, the observations 
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should be repeated on the following night with the telescope 
inverted. The result should not differ from that obtained on the 
previous night. If there is a slight difference, the mean of the 
results of the observations on the two nights will give the direc- 
tion of the meridian. 

As an example of this method of determining the meridian, 
some of the observations may be given which were made for 
fixing the meridian for the magnetic observatory belonging to 
the Olausthal mines. The determination was effected with an 
8-inch theodolite. The instrument was set up on a stone foun- 
dation, and accurately levelled. The vernier I. was brought to- 
zero, and the position of vernier II. noted. "With the upper 
plate clamped in this way, the telescope was brought to bear on 
a signal on the top of the tower of Olausthal Church. The 
following observations were then made with the stars 13 and /^ 
Virginis : — 





Ebadinos on thb Hokizoktal Cibclb 
OaiiCulatbd pbom thb Position 

OF THB Two VBBNIBBS. 


ANOLB FOBliBD BY THB 


AUITDDB or ffHl SVAB. 






Mebidian and thb 

dirbction of 
Clausxhal Chubch 


Before the 
Oulmination. 


After the 
Culmination. 


fi Virginia) 








18° 20^ 


56° 15' 37" 


196° 22' 05" 


126° 18' 51" 


19° 40' 


68° 15' 12" 


194° 22' 45" 


126° 18' 68" 


2VW 


60° 18' 52* 


192° 18' 50" 


126° 18' 61" 


21° 40' 


61° 21' 42" 


191° 15' 20" 


126° 18' 31" 


22^20' 


62° 25' 57" 


190° 11' 45" 


126° 18' 51" 


(y Virginia) 






1, 


15° 20' 


67° 40' 32" 


194° 57' 25" 


126° 18' 68" 


16° 40' 


69° 40' 02" 


192° 57' 55" 


126° 18' 59" 


17^20' 


60° 41' 47" 


191° 66' 15" 


126° 19' 01" 


18° 00' 


61° 43' 67" 


190° 53' 55" 


126° 18/ 66" 


18° 40' 


62° 47' 07" 


189° 50' 05" 


126° 18' 36" 
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The zero of the horizontal circle represented the direction of 
Olausthal Church. The arithmetical mean of the results shows 
that the meridian formed an angle of 126° 18' 51" with the 
direction of Olausthal Church. Observations made the next 
night gave exactly the same results. The same number of obser- 
vations were made on the two following nights with the telescope 
inverted. The mean of all the results obtained during the four 
nights gave 126° 18' 49". It must be noted that in these obser- 
vations the stars employed were not first sighted and the angle 
of altitude then read. The vertical circle was clamped at a given 
division, and the star then brought on to the vertical wire of the 
telescope, and followed by means of the tangent screw of the 
upper plate until it also passed the horizontal wire. 

If the theodolite is set up on a fixed point, and if the terres- 
trial object, the azimuth of which is determined, is also a secure 
point, a further marking-out of the meridian is not absolutely 
necessary. In the preceding case, however, it was thought 
advisable to mark out the meridian by means of a large square 
stone buried in the earth on a mountain in the vicinity. A hole 
drilled in the sur£eice of this accurately in the meridian served 
for the reception of a signal staff. ^ 

The meridian may be determined during the daytime by 
sighting the upper e^ of the sun before aid after iid-day, I 
dark glass being placed before the objective of the telescope. A 
correction has, however, to be made on account of the obliquity 
of the ecliptic — a correction that is not taken into account in the 
shadow method. This method of determining the meridian is 
not to be recommended, as the astronomical almanacks required 
for making the correction are not always available. The cross- 
wires, too, may be directed to a star with far greater precision 
than to the sun. 

3. Determination of the Meridian by Means of the Fole-Star. — 
Of the bright stars of the northern heavens, the nearest to the 
pole is the first star in the tail of the Little Bear, or the Pole- 
star (a TJrsse Minoris). It is a star of the second magnitude, and 
may easily be found by imagining a straight line to be drawn 
through the stars jS and a of the Great Bear, and continued for 
about five times the distance from /3 to a, counting from a. 
These two stars are known as the pointers. 

The meridian may be determined by observing the pole-star 
either when it is in the meridian, or when it is at its ex- 
treme elongation. The pole-star is not situated exactly at 
the north pole of the heavens, but is now about 1° 17' from it. 
Twice in each sidereal day (23 hours 56 minutes) it is in the 
meridian. 



48 MINE-SURVEYINa 

A very simple method of determining the meridian of a place 
consists in sighting the pole-star, marked A in Fig. 15, when it 

appears in the same vertical line with the star 

% Alioth in the Great Bear (« Ursse Majoris). 

j This may be done by watching for the moment, 

} when a suspended plumb-line will cover both 

stars. They will then be approximately in the 

^.„ meridian. The pole-star is exactly in the 

^ meridian about 17 minutes after it has been 

^^ ^ ^ tlie same vertical plane as Alioth. 

'^ * y The meridian may also be determined by 

^ observing the pole-star at its extreme elonga- 

" -p* IK *^^^» *^** ^f when it is at its greatest 

^^' ' apparent angular distance east or west of 

the pole. At this instant, the horizontal projection of the 
apparent movement of the star alters its direction, and the 
motion of the star appears to cease for a short time. The 
greatest and least horizontal angles made by the pole-star with 
any given line when the star is at the greatest distances east 
«,nd west of the pole, are observed and the mean of the angles 
taken. This will be the angle made by the given line with 
the meridian. This method is rarely practicable with an ordinary 
theodolite, as one of the observations must generally be made by 
•daylight. 

4. Determination of the Meridian by means of a Map.— For 
«m approximative determination of the meridian, a large-scale 
map may be employed. The direction of the meridian is 
shown by joining the degrees of longitude marked at the top 
and bottom of the map. The angle formed by the meridian 
and some line easy to determine on the ground, is measured on 
the map. With the aid of this line, the angle is marked off 
on the ground. The approximation thus obtained is at most 15 
minutes. 

Setting-out the Meridian Line. — In every mining district it is 
very desirable that all difficulty in ascertaining the true meridian 
should be at once removed by the erection of two conspicuous 
objects placed exactly on a meridian line, to remain for per- 
manent reference. T. Sopwith, writing in 1822, urged that it 
would be a work of enormous advantage to the prosperity of 
mining districts to have meridian lines carefully set-out at 
distances of 1 mdle from each other, and tall posts placed on 
these meridian lines at every mile in length, the undulating sur- 
face of the country being truly reduced to a horizontal base, 
«o that these posts or stations should indicate squares of exactly 
1 square mile. 
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The best method of permanently marking out the meridian is 
to insert, to a depth of 3 to 5 feet in the ground, a hard stone, 
6 to 8 feet long and 2 feet square. The portion of the stone pro- 
jecting from the ground is faced, and the top plane is made at 
right angles to the axis. To avoid as much as possible the action 
of frost, it is advisable to give the stone a good foundation and 
to fix it in cement. On the top of the stone a brass plate, a foot 
square, is fastened, so that it is exactly horizontal, and on this 
the dilution of the meridian line is shown by a fine engraved 
line. 

When the direction of the meridian is to be shown by two 
stones a distance apart, points must be marked on them exactly 
in the meridian. For this purpose, it is best to drill holes into 
which staves can be inserted. 

For practical purposes, a simple method of ascertaining the 
annual variation is to take the bearing of some remote permanent 
object, such as a church steeple, from a fixed point. The 
bearing of this so-called line of orientation is recorded from 
year to year, the difference in the readings giving the annual 
variation. 

This line is also of great value if several dials are used in the 
same mine. In consequence of small errors in the construction 
of the instruments, the bearing of one and the same line is 
found to vary when determined with difierent dials. By 
observing the line of orientation, the error of each dial may 
be determined, and applied as a constant correction to all 
subsequent readings. 

Inclination of the Magnetic-Needle. — If a magnetic-needle is 
free to move vertically, it does not, at most places on the earth's 
surface, rest in a horizontal position, but inclines more or less 
from it. The angle between the needle and the horizontal line 
is called the dip or inclination of the needle, provided that the 
vertical plane in which the needle moves is the magnetic meri- 
dian of the place. The dip varies at difierent places ; at the 
magnetic equator there is no dip, whilst at the magnetic poles 
the needle stands vertically. 

The dip is not of great importance to mine-surveyors in Britain, 
as the needles of dials are carefully compensated when sold. 
Surveyors going abroad with an English dial should be provided 
with a small sliding balance for the needle, which may be 
adjusted when necessary, should the dip prove at all trouble- 
some. 

Like the magnetic declination, the dip is subject to secular 
variations. The following are results of observations near Lon- 
don extending over a series of years : — 
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Tear. 


Inclination. 


Tear. 


InoUnation. 


1576 


7r60' 


1880 


67*35' 


1600 


72*00' 


1881 


67*34/ 


1720 


74^*42' 


1882 


67*34' 


1800 


70* 35' 


1883 


67* 31' 


1830 


69*38' 


1884 


67*30' 


1850 


68*48' 


1885 


67* 27' 


1865 


68* OS' 


1886 


67^*27' 



The following are the values of the magnetic elements observed 
at Greenwich during recent years : — 



Tear. 


Hean decllnaUon. 


Mean inclination. 


1881 


18*27 1' 


67* 34-6' 


1882 


18° 22-3' 


67* 341' 


1883 


18* 150' 


67*31-6' 


1884 


18* 8-0' 


67*30-0' 


1885 


18* 1-7' 


67* 27-8' 


1886 


17* 54-5' 


67*27-0' 


1887 


17* 49-0' 


67* 26 •0' 
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CHAPTER V. 

Surveying with the Magnetio-Needle in the 

Presence of Iron. 

Inflnence of Iron Rails. — The method of surveying described in 
the preceding chapter cannot be used in mines where magnetic 
substances deflect the needle. On account of the increasing use 
of iron and steel in mines in the form of rails, props, <&c., the 
number of mines in which the magnetic-needle is not affected is 
extremely small. 

Kails placed end to end on the ground become, in the course 
of time, permanently magnetised, and if a magnetic-needle is 
brought near the junction of two rails, it assumes a position 
parallel to the two rails. Some interesting experiments to 
determine the influence of iron rails on the magnetic-needle were 
made by Professor Combes of the Paris School of Mines. He 
found that the nearer the direction of the rails approached that 
of the magnetic meridian the more highly polarised they became. 
The following deflections were observed when a miner's compass 
was brought near rails which were placed in the direction of the 
magnetic meridian : — 



Distance fh)m the Bails. 


Height above 
the Sails. 


Aximnth Obeerred. 


19 ft. 8 ins. on one side, • 


Inches. 
68 


SC^OCK 


5 ft. 3 ins. on one side^ 


47 


83^*30' 


Above the first rail, • . 


43 


83M5' 


Between the two rails, 


43 


83^*30' 


Above the second rail, 


43 


83** 46' 


6 ft. 6 ins. on the other side, 


43 


83** 30' 
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With the rails placed at right angles to the magnetic meridian, 
the following angles were obtained : — 

13 feet 1 inch on one side, .... 329** 45' 

Above the first raU, 328° (KT 

Between the two rails, 330'' 00* 

1 foot 10 inches on the other side, . . 328° 30' 

When the compass was only 15 inches above the rails, devia- 
tions amounting to 7° 30' were observed. 

Experiments made at Freiberg, in Saxony, by Professor Junge 
confirm these results, and permit the following conclusions to be 
drawn : — 

1. Iron rails identical as regards weight and dimensions may 
act difl^erently on the compass, the deviation caused by one being 
sometimes double that by another. The influence of two parallel 
rails on the magnetic-needle cannot be neutralised. It is not 
sufficient, as so many miners imagine, to place the dial exactly 
midway between the two rails. 

2. The influence of the rails on the needle is increased by 
sharp blows. Four blows on a rail with a hammer was found to 
increase by 2° the deviation produced. 

3. The influence of the rails is greatest when they form an 
angle of 45° to 67° 30' with the meridian. The deviation then 
decreases until the rail is at right angles with the meridian, when 
the deviation is intermediate between the maximum and that 
observed when the rails make an angle of 22° 30' with the 
meridian. 

4. The influence is very considerable when the compass is as 
much as 47 inches above the rails. In such a case with rails at 
an angle of 45** with the meridian, deviations amounting to 3° 25' 
have been observed. 

No experiments appear to have been made with iron or steel 
sleepers. There can, however, be no doubt that their influence 
on the magnetic-needle is at least as considerable as that of iron 
rails. 

The only practical conclusion that can be drawn from the 
results obtained by Professors Combes and Junge, is that an 
accurate survey cannot be made with, the miner's dial in the 
manner described in the preceding chapter, unless the rails are 
taken up. 

Local Attraction in the Mine. — In many metalliferous mines, 
local attraction, due to the presence of magnetic iron ore in the 
lode, is very considerable. At Botallack mine, in Cornwall, for 
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example, the needle has been known to be deflected to the 
extent of 60° from its proper bearing. Experience shows that 
certain eruptive rocks, notably those of a dark colour with a base 
of hornblende or augite, affect the needle in the same way as 
magnetite or magnetic pyrites. In districts composed of magnetic 
rocks, the dial cannot be employed, as is shown by observations 
made at Ammeberg in Sweden, where at equidistant points 
along a straight line, the following bearings were obtained :— 
3' 5f , 3° 4', 3° 2i', 3° 1', 2° 7|', and T 6'. To make a number 
of observations along a straight line is the best method of 
finding out if there is any local attraction affecting the needle. 
The influence of magnetic deposits on the compass has been 
utilised in Sweden and the United States in exploring for 
iron ore. 

Surveying with the Dial in the presence of Iron. — ^With the 
general employment of iron rails in mines, the question arises to 
what extent may surveys be made with the ordinary dial with- 
out fear of deflections of the needle giving rise to error 1 As a 
matter of fact, the magnetic-needle may be used for the purpose 
of obtaining the true bearings of the traverse lines in places 
where attraction exists, provided that the mode of procedure is 
slightly modified. The method is based upon the fact that the 
deviation of a magnetic-needle remains the same, if the relative 
positions of the dial and the attracting object remain unaltered. 
All that is necessary is to note the back- and fore-bearing 
at each station, however much the magnetic-needle may be 
deflected. Then, if the needle is attracted on looking to the 
back object, it is attracted to precisely the same extent on 
looking forward, so that the difference of bearing of the two 
lines is unaltered. Consequently, if a correct bearing of any 
one line of the traverse can be obtained, an accurate survey may 
be made. 

Dialling-Book. — The best form of dialling-book to adopt is an 
ordinary account-book, the £, s., and d. columns serving for 
£a,thoms, feet, and inches. If the measurements are made in 
links, only one column is required. The date column of the 
account-book serves for the number of the draft. In the space 
between the date and money columns, two lines are ruled, giving 
three columns, which may be used for the back-bearing, the fore- 
bearing, and the calculated true bearing. 

The method of booking a survey is shown by the following 
example of a closed traverse, surveyed in the presence of a 
very large amount of iron. The bearings and distances were as 
follows : — 
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No. 


Baok-Bearing. 


Fore-Bearing. 


Correct Bearing. 


Fms. 


Ft 


In. 


A 


• • • 


3*36' 


3" 36' 


6 


4 


1 


B 


.r 36' 


r36' 


1" 36' 


3 


4 


104 


C 


5*27' 


327" 44' 


323" 63' 


5 


3 


61 


D 


319" 15' 


224" 53' 


229" 31' 


6 


1 


74 


E 


202** 57' 


156" 44' 


183" 18' 


6 





H 


F 


16r48' 


165" 03' 


180" 33' 


4 


1 


8 


G 


166*' 15' 


79° 48' 


.94" 06' 


8 





3 


H 


79" 34' 


349" 04' 


3" 36' 


•• • 


« • • 


• •• 



The instrument was set up at B, where there was no attraction, 
and a back-bearing was taken. This was found to be 3° 36'. 
This bearing being correct, it was also entered as a fore-bearing 
at A. A fore-bearing was then taken at B ; this was found to 
be 1° 36'. This also is correct, as there was no attraction when 
the back-bearing was taken, and the dial was not moved to take 
the fore-bearing. The instrument was then moved to 0, and a 
back-bearing to B taken. This should have read 1° 36', the 
correct fore-bearing from B to 0. It was, however, found to be 
5° 27', showing that the needle was considerably deflected from 
its true position. Back- and fore-bearings were taken at each of 
the following stations, and in each case the needle was found to 
be seriously deflected. Consequently, before the survey could be 
plotted, the correct bearings had to be calculated. 

The bearings 3° 36' and V 36', being known to be correct, 
might be inserted in the correct-bearing column. The back- 
bearing at was found to be 5" 27' instead of 1° 36'. It was 
therefore 3° 51' too great, and as the dial was not moved, the 
attraction remained the same, so that the fore-bearing at was 
also 3° 51' too large. The correct fore-bearing at C, then, was 
327" 44' - 3° 51' = 323*' 63'. The back-bearing at D, which 
should be the same as this, was found to be 319° 15', that is, 
4° 38' too small. The fore-bearing taken at the same station 
Tinder the influence of the same attraction must also have been 
4° 38' too small, so that its correct value is 224" 53' + 4° 38' = 
229" 31'. The back-bearing at E should be identical with this. 
It was, however, found to be 202° 57', that is, 26" 34' too small. 
The fore-bearing at the same station must also be 26" 34' too 
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fonalL Its correct value, then, is 156** 44' + 26' 34' «= 183' 18'. 
This should be identical with the back-bearing at F, which was 
found to be 167° 48', or 15' 30' too smaU. The fore-bearing at 
P is also 15' 30' too small, and its correct value is 165' 03 + 
15' 30' = 180' 33'. This should be identical with the back- 
bearing at G, which was found to be 166' 15', or 14' 18' too 
small. The fore-bearing is also 14' 18' too small, and therefore 
the correct bearing is 79' 48' + 14' 18' = 94' 06'. This should 
be identical with the bearing at the last station, which was found 
to be 79° 34', or 14° 32' too small. The fore-bearing at the same 
station is also 14° 32' too small, and therefore its correct value 
is 349° 04' + 14° 32' = 363° 36', that is, 3° 36'. The last line of 
this traverse is identical with the first, so that the first and 
last bearings should be identical. Thus, in a closed traverse the 
surveyor is able to check the accuracy of his work. 

The following page from the dialling-book at a metalliferous 
mine may be ta^en as an example for calculation : — 



.No. 


Back-Bearing. 


Fore-Bearing. 


True Bearing. 


Fma. 


Ft. 


Ins. 


A 


... 


246** 12' 


245** 12' 


9 


3 


6 


B 


246M2' 


254** ao' 


264** 30' 


8 


6 


6 


C 


264** Sty 


164° 46' 


164** 46' 


9 


5 


8 


D 


164** 06' 


169** 24' 


170° 03' 


4 





9 


E 


178" 12' 


161** 00' 


152* 51' 


5 





8 


F 


157" 46' 


174*^ 00' 


169** 06' 


4 


1 





6 


nV 27' 


186** 42' 


184** 21' 


4 


4 


6 


H 


183** 39' 


178** 18' 


179** 00' 


5 


4 


9 


J 


177'' 33' 


221** 00' 


222** 27' 


8 


2 


7 


K 


22r00' 


79° 18' 


80** 45' 


1 


5 


7 


L 


89^33' 


80^00' 


71** 12' 


2 


1 


6 


M 


7^12' 


82** 48' 


82** 48' 


6 


3 





N 


82^48' 


84** 24' 


84** 24' 


3 


6 


1 





84** 24' 


90** 06' 


90** 06' 


7 


6 


2 


P 


90** 06' 


91*30' 


91** 30' 


2 


6 


3 



56 MINE-SURVEYING. 

If the first and last bearings are not identical, and if the 
difference does not amount to more than a few minutes, the 
slight error, due possibly to the imperfections of the instrument 
employed, may be to a great extent eliminated by dividing the 
error by the number of station-lines, and adding the result to, or 
subtracting it from, each bearing. Thus, in the example given, 
if the observed fore-bearing at H had been 349° 00' instead of 
349° 04', the final error would have been 4'. It would be 
assumed that no error occurred in reading the first bearing. 
The error in each bearing would consequently be about ^', and 
the calculated bearings could have been corrected for this error by 
adding V in each case, that is to say, ^' to the calculated bearing 
of B, V to that of 0, 1 J' to D, 2' to E, 2|' to F, 3' to G, and 4' 
toH. 

In applying this method to colliery and surface-surveys, it 
will be found advisable to book upwards in the usual manner, 
noting the back-observation (B.O.) at each station. A tabulated 
statement of the bearings may then be made, and the true 
bearings calculated. 

Errors in Compass Surveys. — In all cases where the dial is 
used for surveying in the presence of iron, the greatest care 
must be taken in making the observations; otherwise very 
serious errors may arise, especially in long traverses. This may 
be illustrated by an example. 

In making a survey in the ordinary way with the dial, any 
error in the readings will cause the next draft to have a false 
position when plotted. Assuming that a survey is made between 
the points A and E, Fig. 16, and that the bearings are read 

direct from the dial without 
error, the plan of the traverse 
will be correct, as shown by the 
line A B D E in the figure. If, 
on the other hand, a mistake is 
made during the progress of the 
survey, and the bearing, NAB, 
of the line A B incorrectly deter- 
mined to the extent of the angle 
j^„ IQ^ BAB' or a, then the following 

drafts will have the same error. 
B' will be the end point of the first draft when plotted, thus 
giving a lateral error of B B'. The other bearings of the traverse 
being correctly determined, on plotting, the lines B'C, CD', 
D' E' will be obtained. These lines must be equal and parallel 
to the lines B C, D, D E, and therefore B B' = C 0' = D D' 
= E E'. In other words, the lateral error B B' caused by the 
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incorrect determination of the bearing of the line A B is carried 

uniformly throughout the traverse, whatever its length may be. 

The magnitude of this error is found by trigonometry to be 

ot 
2 A B . sin 7 . 

The magnitude of the error is entirely different when the dial 
is used as an angle-measurer in surveying over iron. Again, 
assuming that the bearing of the line A B has been incorrectly 
determined to the extent of the angle a, the angle NAB' having 
been read instead of the angle K A B, if now the dial is 
employed for measuring the angles, the bearing of the next line, 
B 0, is obtained by adding or subtracting the exterior angle at 
B, according as the line B is to the right or left of A B. The 
other bearings in the presence of iron may be assumed to have 
been correctly taken. The bearing of the line A B being 
incorrect, the bearing of the line B will also be incorrect to 
the extent of the angle a. Each of the following bearings will 
be incorrect to the extent of the same angle, so that on plotting 
the calculated bearings, the line A B' 0" D" E" will be obtained. 
The error a thus affects the whole traverse from A to E, and 
increases in proportion to the distance apart of those points. 
The length from A to E being represented by L, the lateral 

error, E E" is equal to 2 L sin ^. 

It is thus evident that a survey may be very inaccurate, when 
the angles are not correctly measured. In applying the method 
of surveying with the needle over iron, the surveyor should not 
fail to make a check-survey, or reverse course of dialling, selecting 
fresh points for his stations. Not only in this method, but in 
all other surveying operations, it is highly desirable that the 
mine-surveyor should adopt the practice of always checking and 
verifying every part of his work. 
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CHAPTER YL 
Surveying with the Fixed ITeedlb. 

Vender. — In the improved forms of the miner's dial, the com- 
pass-box is connected with the plate that carries it, in such a way 
that it can revolve on this plate. Motion is given to it by 
a. circular rack and pinion worked from below. Modified in this 
way, the instrument is known as the cvrcumferenter, or rach- 
dial. When the rack-screw is turned, two marks, made opposite 
to each other, one on the projecting portion of the compass-box, 
and the other on the plate, will separate. Their angular distance 
apart is measured by means of a vernier, which may be defined 
BS a contrivance for measuring smaller portions of space than 
those into which a line is actually divided. 

The principle of the vernier is as follows: — If a line containing 
n units of measurement is divided into n equal parts, each part 
will represent one unit ; and if a line containing n - 1 of these 

units is divided into n parts, each part will be equal to 

tmits. The difference between one division in the former case, and 

one in the latter will be 1 = - of the original unit. 

Similarly, the difference between .two divisions of the one, and 

2 
two divisions of the other, will be - of a unit ; between three of 

3 

the one, and three of the other, -, and so on. Hence, in order 

n 

cc 
to obtain a length of - of a unit, a division of one scale has to be 

n 

made to coincide with one on the other scale, and the space 

between the two corresponding osth divisions from the coinciding 

OS 

divisions, on both scales will be the required length of - of a 

unit. 

The same reasoning applies if n divisions of the vernier are 
made equal to n + 1 divisions of the limb. In this case, how- 
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ever, the vernier must be read backwards. There are thus two 
kinds of vernier, called direct or retrograde^ according as they 
are read forwards or backwards from the zero points. Most 
verniers in surveying instruments are of the direct type. In all 
cases, the zero of the vernier scale marks the point on the limb, 
the reading of which is required. 

The difference between a limb division and a vernier division 

is - of the value of a limb division. This difference is known 
n 

as the leoLSt reading of the vernier, and expresses the degree of 

minuteness to which readings can be effected. 

The circle divided to 30' is a common graduation for the 

miner's dial. If 30 divisions on the vernier are made equal to 

29 on the circle, each division on the vernier will be equal to 

- — ^TT — = 29', or 1' less than a division on the circle. The 

vernier will therefore read to an accuracy of one minute. 

As an example of more minute division, the sextant used in 
marine-surveying may be cited. The limb of this instrument is 
divided at every 10 minutes, and 59 of these parts are made 
equal to 60 divisions on the vernier. The least reading in this 

. n \0 ^f.„ 

case is -rr?: = «-;^ = 10 . 

60 60 

The rule for reading an instrument provided with a vernier is 
as follows : — Read the circle, in the direction of the graduation, 
up to the line preceding the zero of the vernier. This gives the 
number of whole units of the circle. The line on the vernier 
coinciding with a line on the circle gives the number of fractional 
parts of one unit of the circle to be added to the former 
reading. 

Backing. — Provided with a vernier, the compass may be used 
to measure angles in a horizontal plane, or azimuths, without the 
aid of the magnetic-needle. This method of surveying is known 
Si& fast-needle dialling or racking. 

The word azimuth used without qualification, usually means 
the number of degrees, minutes, and seconds by which the direc- 
tion of a vertical plane passing through a station and a given 
object deviates to the right of a vertical plane passing through 
the station and the north pole. The relative azimuth of any two 
objects may be measured at any given station; that is to say, the 
angle by which a vertical plane passing through the station and 
one of the objects deviates to the right of a vertical plane passing 
through the station and the other object. An azimuth exceeding 
180° denotes that the direction of the object to which it is 




Fig. 17. 
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measured lies to the left of the direction from which azimuths 
are measured, by an angle eijual to the difference between the 
azimuth and 360°. 

The horizontal angle between any two directions is the 
difference of their azimuths, if tha 
difference is leas than 180°. If 
it is greater than 180°, the angle 
between the directions is the ex- 
cess of 360° above the diffei^ 
ence of the azimuths. Thus, 
in Fig. 17, the dial being set 
up at A, and A B having the 
azimuth of 0°, the azimuth of 0, 
an object to the right of A B, is 
equal to the angle BAG. On the 
other hand, the azimuth of D, an 
object to the left of A B, is the 
angle subtended by the arc b' d, 
that is, the difference between the angle BAD and 360°. 

Various Forms of DlcU : {a.) Lean's Miner's Dial.— There are a 
great number of different types of mining circumfcrenters adapted 
for surveying without the use of the needle. They differ merely 
in details of structure ; the essential parts are the same in all. 

Fig. 18 represents Lean's dial, as manufactured by Mr. W. F. 
Stanley of London. This form of dial is that moat frequently 
used in metalliferous mines. Like the ordi- 
nary miner's dial, it consists of a brass com- 
pass-box attached to a tripod-atand by a socket 
fitting on to a corresponding plug. In addi- 
tion to the levels, sights, and magnetic-needle 
of the ordinary dial, it has, above the main 
plate, a divided vernier plate by which hori- 
zontal angles may be measured indepen- 
dently of the needle. The same graduation 
thus serves for the vernier and for the needle. 
The movement of the circle is effected by A 
concealed rack and pinion, the head of which 
projects from the under side of the main 
compass-plate. The instrument is provided 
with a vertical arc for measuring vertical 
angles, and a telescope so that the instrument 
3 a theodolite for surface-surveys. The vertical 
md the telescope may be removed, and the sights used. The 
latter are made to fold down for convenience in packing. Under- 
neath the compass-box is a pin to fasten the two plates together 



Fig. 18. 
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at 360°, and a spring to throw the needle off its pivot so as to 
preserve it when not in use. 

(b.) The Hendenon Dial is an improved form of the Lean diaL 
It is 6 inches in diameter, well divided, and graduated to the left. 
This instrument is represented in Fig. 19. 

In the construction of the sights, the use of horse hairs is 
avoided, as they are continually getting burnt by a flaring candle 
underground. In place of the ordinarj horse-hair sights, the 
splilstght is adopted. There is a narrow slit in each sight, 
through which the object can be distinctly seen, and its bearing 
determined with precision. On the other hand, if the vertical 
hair is used, it covers to a certain extent the object, which should 
be seen sharply defined. 



Tig. 10;— Henderun Dial. 
The needle is mounted on a ruby instead of the ordinaiy 

agate. Care must, consequently, be taken to throw off the needle 
when not required, as the shock, caused by placing the tripod 
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suddenly on the ground, is apt to crack the rubj, which, though 
extremely hard, is brittle. 

To the north-seeking end of the needle, an aluminium vernier 
is fixed, the needle being counterbalanced at its other end. By 
the aid of this contrivance, a bearing can be read to three 
minutes, a degree of precision sufficient for general purposes. 

The special feature of the dial is the attachment to the instru- 
ment of two sets of folding sights, one revolving within the 
other. The fixed sights are always in a line with the back 
object in fast-needle surveying; whilst the inner or revolving 
sights adjusted to the forward object give the angle of deviation 
from the original direction. The sights are made to fold over so 
as to be out of the way, in case the new line should too closely 
approach the direction of the old one. From the joints of a dial 
working loose, an imperceptible movement will sometimes take 
place in the body of the instrument on turning it in a new 
direction. There results, of course, an error in the angle obtained 
when looking towards the forward object. In the Henderson 
dial, however, the back object can be again sighted through the 
fixed sights, and re-adjusted should any deviation be observed. 

For taking vertical angles, a semicircular vertical arc is fixed 
across the central line of the dial, when required. It is provided 
with a movable limb, to which a vernier is attached, as well as a 
horizontal bar carrying a pair of sights and a long spirit-level. 
A folding shutter is fitted to each sight, with the object of pre- 
cluding the possibility of the eye being directed to the wrong orifice. 
This dial was invented by Mr. J. Henderson, M.Inst.O.E.,* 
and is manufactured by Mr. Letcher, of Truro. 

(c.) Davis's Miner's Dial. — ^This improved form of Hedley dial 
is the best instrument for colliery use. As represented in 

Fig. 20, the dial combines all the 
latest improvements of the Hedley 
dial with the outside vernier of 
the theodolite. 

It consists of a compass-box 5 
or 6 inches in diameter, divided 
into 360° on the compass-ring, and 
into four times 90° on the plate, 
0*" being at the north and south 
points, and 90*" at the east and 
west points. The needle is 
mounted on an agate cap, and 
when not in use is thrown off by 
a spring. There are two spirit-levels at right angles to each 
♦ Proc, Min, Inst., ComvHiU, vol i, 1883, p. 317. 
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other in the face of the instrument, protected by the glass cover 
of the compass-box. The sights are the same as those of the 
older form of Hedley dial previously described. 

Underneath the main-plate, there is a circle or limb divided 
into 360°. A vernier attached to the outside of the compass-box 
enables horizontal angles to be read with great precision. Being 
placed on the outside circumference of the diiBd, the vernier is 
more easily read than when placed inside the compass-box, and 
the necessity of raising the head above the dial-face is obviated. 
The upper and lower limbs of the instrument may be fixed 
together at 360*, if required, by means of a pin under the body 
of the instrument. This dial, it will be seen, differs from the 
Lean and Henderson dials, in that the vernier is not movable, 
but remains rigid with the sights. 

The Hedley form of side arc for taking vertical angles is 
replaced by a fixed circular box 1} inch in diameter, with a 
hand traversing a dial-plate divided into 90°. This new form of 
arc presents the advantages of always being in position, and of 
being so compact that it does not interfere with the manipulation 
of the screws under the body of the dial. 

For surface-surveys, a telescope may be substituted for the 
sights. The tripod on which the dial is supported is made of 
mahogany, with a brass screw-joint at the centre of each leg. 
For very shallow seams, it is necessary to have an extra set of 
joints in the legs. All the joints in the legs are made inter- 
changeable, and great rigidity is obtained by increasing the 
diameter of the legs towards the centre. 

The special feature of the Davis dial is the arrangement 
by which bearings may be taken simultaneously with tho 
magnetic-needle and with the vernier, the latter automatically 
checking the former. Thus any error arising from incorrect 
reading or from local attraction is at once detected. The 
graduations of the vernier ring and of the needle ring are 
so arranged that the readings correspond. This is effected 
by numbering the dial from the north from left to right, and 
by numbering the vernier ring from the vernier also fix)m left 
to right. 

Dial-Joint. — The miner's dial is usually fitted to a slightly 
conical spindle, having on its lower end a ball, which is confined 
in a socket in such a way that it can be moved in any direction 
in the operation of levelling the instrument. 

For facilitating the setting up of the instrument, an American 
invention, the Hoffman joint,* has been adopted in conjunction 

* Tran*, Amer, Inst, Mm, Mng,, vol. vii., p. 308t 
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with the Davis dial. This tripod head combines the play of the 
ball and socket joint and the accuracy and rigidity of the theo- 
dolite parallel plates. 

The ordinary form of tripod has the disadvantage that it ig 
almost impossible to level up a sensitive bubble, so that it will 
remain in the centre of its run long enough to take a satisfactory 
sight. On levelling the instrument and sighting, a second glance 
at the bubble almost invariably shows that it has changed its 
positioD, and it is necessary to level up again. This defect is 
due to the iact that the levelling screws, when moved in or out 
to a considerable extent, do not stand perpendicular to the plate 
on which they rest, but on an inclined plane, so that, on turning 
them, their points have a tendency to slide down the plane. In 
this position, they spring, and turning them is apt to bind or 
bend them. 

Another imperfection in many tripod heads, is that the 
plummet is attached to some point on the axis above or below 
the centre of the ball and socket. In either case, the plummet, 
after being set over a station, will, during the operation of 
levelling up, travel away from the point in a degree pro- 
portionate to the distance of the attachment of the plummet 
jrom the centre of the ball, and the deviation of the axis from 
the perpendicular at the time the instrument is placed over 
the centre. 

The Hotfman joint {Patent 1878, Ho. 2084) is free from these 
defects. Fig. 21 shows the form supplied with the Davis dial. 
It is claimed to possess the following advan- 
tages over the ball and, socket joint: — 1. 
The plunib-Hno is suspended from the actual 
centre of the dial. 2, The rubbing-surfece 
is some ten times greater, and consequently 
the joint is more rigid. 3. The joint is 
manipulated with greater ease and rapidity, 
A slight turn of the milled ilange from right 
to left liberates the two concentric hemi- 
spheres. The dial is then levelled up, and 
a slight turn of the flange from left to right 
pj- oj secures the joint, i. Only one hand is 

required to manipulate the joint. 5, The 
total height of the Hoffman j oint is 3 inches ; that of the ball and 
socket joint 3| inches. The length of the centre is 24 inches, 
that of ttie ball and socket is barely IJ inch. The Hoffman 
joint is not heavier than the ball and socket joint. 

(d.) Whitelaw's Dial— In this instrument (Patent 1878, No. 
1592) the compass and lower limb are of the same diameter 



SURVEYING WITH THE FIXED NEEDLE. 



65 



(Fig. 22). The vernier is attached to the outside of the compass- 
box, and is placed close to the right of the line of sight, so that 
readings can be taken by the surveyor directly after sighting the 
object, without moving 
aside. The graduated 
lower plate is covered 
by the compass-box ex- 
cept at the verni3r. A 
circular spirit - level 
placed inside the com- 
pass-box serves for ap- 
proximately levelling 
the instrument before 
final adjustment with 
the long level suspended 
below the vertical arc. 

The special feature 
of this dial is the 
manner in which the 
vertical arc is supported. 
In order that the com- 
pass graduation shall 
not be obstructed, the 
standards are entirely 
dispensed with. In their 
place is a movable semi- 
circular arc carrying the 
bar with the sights, or telescope if required. This arc is at right 
angles to the graduated vertical arc, and the axis, on which it 
turns, corresponds with the east and west points of the compass- 
box. Angles of elevation or depression up to 90° can be taken 
simultaneously with horizontal angles. The dial is thus well 
suited for surveying in metalliferous mines. It is manufactured 
by Mr. W. H. Harling, of London. 

(6.) Thornton's Dial This dial is the patent of Messrs. A. G. 

Thornton and Co., of Manchester. Its special feature is a 
graduated semicircular folding arc for taking vertical angles. 
This vertical limb is fixed by swivel joints to the edge of the 
compass-box, and may be folded down out of the way of injury 
when the dial is being carried about in the mine. A groove is 
cut in the vertical limb, in which slides the bridge carrying the 
sights. The bridge may be fixed at any angle by a clamp- 
ing screw, and to it a vernier is attached for reading vertical 
angles. In order to ensure the rigidity of the hinged ver- 
tical limb, a pin is provided to fix it securely, and when folded 

5 
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down it rests upon a ledge, and so relieves the hinged joints of 
strain. 

The compass-plate is 6^ inches in diameter, and its edge is 
bevelled ; the divisions are thus clearly seen, and readings can be 
taken very readily. The dial is provided with a vernier within 
the compass-box, and with two spirit-levels let into the com- 
pass-face at right angles to one another. It is attached to the 
tripod in the usual way by a ball and socket joint with clamping 
screw. 

Traversing Underground. — A traverse is a series of consecutive 
courses, the lengths and azimuths of which have to be determined. 
With the vernier-dial or circumferenter, the mode of procedure 
is as follows : — 

1. Three tripods should be provided, and two candles or lamps 
on stands fitting on the tripods of such a height that when the 
light is replaced by the instrument, the axis of the telescope 
when horizontal shall be of the same height as the top of the 
wick. Having placed a tripod with a lamp at station 1 (say, 
the centre of the shaft), set up the second tripod with the 
circumferenter at the second station, and send on the third 
tripod with the other lamp on it, as far forward as the light can 
be seen. With the pin of the circumferenter keeping the 
vernier at zero, take a back-observation to the lamp at station L 
Clamp the vertical axis of the instrument, carefully measure 
the distance from station 1 to station 2, and enter in the 
dialling-book the distance and the horizontal angle 0° 00'. Then 
take out the pin, unclamp the vernier, and take a fore-observation 
to the lamp at station 3, moving the sights by means of the 
rack-work. Olamp the vernier, measure the distance from 
station 2 to station 3, and note the distance and the angle 
indicated by the vernier. 

Then take up the first tripod, and send it forward, with the 
lamp on it, to a station beyond the third tripod, place the second 
lamp on the second tripod and the instrument on the third 
tripod, and observe the angle as before, by first bringing the 
vernier to zero by means of the pin. In this way any number 
of angles may be measured, a back-observation being in each 
case first taken with the vernier clamped at zero. Thus, the 
last course is always taken as the base-line for the following 
angle. 

This method of surveying is illustrated by the accompanying 
notes of a survey of a portion of a Durham colliery : — 
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No. 4.-131° 15' 



No. 3— las'* 20' 

. 305 
from "=— 



Continued 63 links to face 



W. bord 
W. bord 



No. 2.-343' 45' 
(orN.16'*25'W.) 




No. 1.-340° 00' 

(or N. 20° W.) 



365 

250 
225 

100 
365 



90 





299 
160 
100 

60 
299 





305 





Dipper W. 3 ft. 




N. headways, 20 
yards. 



of ridding. 

Permanent mark left in 
roof. 

I 



20 yds. E. bord and holed. 

□ i_ 

30 yds. £2. bord and holed. 



Permanent mark left in 
roof and thill. 



From winding shaft. 



Survey from winding shaft to north f ace^ round west and east face to 
pumping shafts main coal seam. 
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No. 10.-94' 15' 



J 



No. 9.-03' (Ky 



No. 8.-256** 32' 



No. 7.--^ 20' 



No. 6.-89" 07' 



No. 5.-273'' 21' 



30 



200 

100 
200 



160 



212 

100 

82 

212 



60 



412 
330 

202 

110 
412 



Bord continued east. 




20 yds. to rise hitch. 




Continned 3 yds. to rise 
hitch. 



20 yds. to hitch. 



100 links to hitch, rise not 
proved. 




Continued 150 links to 
rise hitch, not proved. 
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No 13.-273' 20' 




No. 12.-13r 22' 




No. ll.-25r 16' 




400 

315 
300 
225 

160 

115 
400 





160 

110 
105 

160 




412 
300 
205 

100 

412 



Left permanent mark. 



Y 




Contumed 20 yds. to £ioe. 
Permanent mark left. 



crosses dip hitch of 2 ft 
6 ins. going east. 



Headways continued 20 yds 




to permanent mark left 
some 20 years ago. 






35 yds. to rise hitch. 




30 yds. to rise hitch. 
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Water level. 
No. U.-95- 63' 


End of 

1 
1 



327 

220 

170 

100 
327 


survey. 

to centre of pumping shaft. 

I_ 




Water level, narrow place. 

1 
1 
1 




1 








1 













The local mining terms occurring in these survey notes have 
the following meanings : — ^A hord is a passage driven across the 
grain of the coal. A Jieadway is a passage driven in the direc- 
tion of the grain of the coal. A stenton is a passage between 
two winning headways. The thill is the floor of the mine. A 
hUch is a slight dislocation of the strata, which does not exceed 
the height of the seam. Ridding is clearing away a fall of 
rubbish. The face is the extremity of the workings. 

The distances ai*e measured in links, and, in order to avoid 

confusion, the total distance is first given in each draft. The 

first two angles were taken from the magnetic meridian. The 

305 
figures — =— denote that line No. 3 is from the distance 305, that 

is, the end of line No. 1. 

The angles taken with the circumferenter are reduced to angles 
&om one meridian by applying the following rule : — To the first 
meridian angle, add the next observed horizontal angle. If the 
sum exceeds 180°, deduct that amount from it. If the sum is 
less than 180°, add that amount to it. The result will be the 
second meridian angle. Thus, the angles taken in the survey 
^ven will be reduced to angles from one meridian in the 
following manner :— 



Meridian, . . 0° 00'+ 1st angle 340^00' =340^*00' = No. I mer. angle. 

0* 00'+2nd angle 343° 45'=343° 45'= No. 2 mer. angle. 
No. I mer. angle, 340° 00' + 3rd angle 138° 20' =478° 20' 

478° 20' - 180° 00'=298° 20'= No. 3 mer. angle. = 
No.3 mer. angle, 298° 20'+4th angle 131° 15'=429° 35' 

429° 35' - 180° 00'=249° 35'= No. 4 mer. angle. 
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No. 4 mer. angle, 249° 35' + 6th angle 273° 21' = 522° 56' 

522° 56' - 180° 00'=342° 56'= No. 5 mer. angle. 
342° 56'+ 89° or =432° 03'; 
432° 03' - 180° 00' = 252° 03' = No. 6. 
252° 03'+ 87° 20' =339° 23'; 
339° 23' - 180° 00' = 159° 23' = No. 7. 
159° 23'+255° 32'=414° 55'; 
414° 55' - 180° 00' =234° 55'= No. 8. 
234° 55' + 93° 00' = 327° 55' ; 
327° 55' - 180° 00' = 147** 55' = No. 0, 
147° 55'+ 94° 15' =242° 10'; 
242° 10' - 180° 00' = 62° 10' = No. 10. 
62° 10' + 251° 16'=313°26'; 
313° 26' - 180° 00' = 133° 26' = No. 1 1. 
133° 26' + 131° 22' = 264° 48' ; 
264° 48' -180° 00'= 84° 48'= No. 12. 
84° 48' + 273° 20' = 358° 08' ; 
358° 08' - 180° 00'= 178° 08'= No. 13. 
178° 08'+ 95° 53' =274° 01'; 
274° 01' " 180° 00' = 94° 01' = No. 14. 

2. There is a second method of traversing with the fast-needle, 
in which the work is continued from the original base-line by first 
taking for each line a back-observation with the vernier at the 
.angle last read. With the circumferenter at station 2, and lamp 
tripods at stations 1 and 3, take a back-observation to the lamp 
at station 1, the pin keeping the vernier at zero, as described in 
the first method of traversing. Clamp the vertical axis, take 
out the pin, and take a fore-observation to the lamp at station 3. 
Clamp the vernier, and instead of now moving it back to zero, 
let it remain in the position in which it was clamped, and set up 
the circumferenter at station 3. Take a back-observation to 
station 2 by unclamping the vertical axis, leaving the vernier 
clamped. In this way any number of angles may be measured, 
the survey being always continued from the same meridian. 
This method, however, is not to be recommended, as any error 
made in one observation is carried on throughout the survey. 

The observed angles may be reduced to meridian angles by 
adding the meridian angle of the first line in each case. The 
observed angle and the meridian angle of any station-line being 
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known, subtract the former from the latter, the difference is thQ 
meridian angle of the first station-line. If the vernier angle 
exceeds the meridian angle, add 360° to the latter in order to 
enable the subtraction to be effected. The meridian angle of the 
first station-line thus obtained is added to each subsequent 
vernier angle, the sum in each case being the meridian angle 
of the line in question. 

For example, the following angles were taken with the rack 
dial, the needle being thrown off except where true bearings were 
taken at E, looking bskck to D and forward to F : — 



No. 


Angles. 


l^e Bearings. 


Distance. 


Remarks. 


A 


orov 


••• 


Fms. Ft In. 
10 4 9 


/ From 2 ft. VV. 
\ centre shaft. 


of 


B 


276'* 06' 


••« 


7 3 2 






C 


282*12' 


••• 


8 19 






D 


278'* 51' 


••• 


7 3 






E 


286" 00' 


27r 09' 


3 5 9 






P 


292^00' 


283' 09' 


9 2 9 






G 


296'' 00' 


••• 


9 5 10 


End. 





At station E the angle and bearing are known. Consequently, 
to obtain the bearing of line A the angle 286° 00' must be sub- 
tracted from the bearing 277° 09'. The latter being smaller than 
the former, aeO** must be added, giving 360° + 277° 09' = 637** 09'. 
This result less 286° 00' is equal to 351° 09', the bearing of 
line A. The same result is obtained with line F. Thus, 
(283° 09' + 360°) - 292° = 351° 09'. The bearings of the other 
station-lines may be easily found by adding 351° 09' to the 
observed angle in each case. 

The work may be plotted, without any preliminary calcula- 
tion, with the protractor and scale as if the survey had been made 
with the magnetic-needle. The protractor must, however, be 
graduated in the contrary direction to that required for a needle 
survey, if the dial is a lefb-handed one. 

3. When the dial is numbered from the north from left to 
xight, all calculation can be dispensed with ; the angles being 
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read direct from the magnetic meridian. The Davis dial is 
graduated in this way. The horizontal circle of that instrument 
being also graduated from left to right, the bearings can be taken 
simultaneously with the loose needle and with the vernier, the 
latter acting as an automatic check on the former. 

In making a survey in this way, select some disused road, 
where there is no iron present, and take its magnetic bearing 
from stations at the beginning and end. If there is no attrac- 
tion, the two results will be identical. Then with the dial set 
up at the end station, clamp the vertical axis by tightening the 
collar attached to the ball and socket, unclamp the vernier-plate 
by slackening the clamping screw, and turn the sights by means 
of the rack and pinion screw, until the vernier reads exactly the 
same angle as the magnetic bearing just taken. This bearing is 
used as the basis of the subsequent determinations of the angles 
of the traverse. Clamp the vernier-plate, unclamp the vertical 
axis, and by means of the loose collar direct the sights to the 
lamp at the first station. If the readings obtained with the 
needle and the vernier are identical, the dial is in adjustment, and 
the whole of the underground workings may be surveyed from 
this base-line. In taking a fore-observation, the surveyor must 
turn the south side of the compass face towards himself, whilst 
in taking a back-observation, his eye must be at the north sight. 

The following is an example of a survey made by this system: — 



Na 


Vernier Angle. 


Meridian Angle. 


Distance. 


Remarks. 


A 


30*05' 


30° 05' 


Linkg. 
550 


From end of disased road^ 


B2 


316° 58' 


••« 


708 


... 


C^ 


5r 01' 


••. 


697 


■ • • 


D» 


274" 68' 


... 


722 


• •• 


B 


115° 12' 


... 


658 


From A again. 


C 


10° 33' 


... 


618 


• • . 


D 


301° 18' 


301° 10' 


467 


..* 



The survey was commenced in a disused road, the bearing of 
•which was found to be 30° 05'. The vernier reading was made to 
correspond with that angle. Then with the instrument set up at 
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A, a back-observation was taken to the lamp at the end of the dii^ 
used road, the vernier remaining clamped at 30° 05'. The vertical 
axis of the dial was then clamped, the vernier-plate undamped, 
and a forward-observation taken to B^. The vernier was found 
to read 315° 58'. Clamped at this angle, the dial was moved to 
B^, and the survey continued as before. The survey can be 
checked at any point by liberating the needle. If the vernier 
and needle readings differ, the amount of magnetic attraction is 
the difference between the two readings. 

The dial being graduated from left to right, 90° indicates 
West, and 270° East. In plotting the survey a protractor 
graduated from right to left must consequently be used. 

Surveying in Inclined Shafts. — The vernier-dial is of great value 
for surveying in inclined shafts containing iron pumps. The 
survey should be commenced in a level free from magnetic 
attraction. On the basis of the bearing thus determined, the 
fiurvev is continued to the shaft. 

Should the surveyor be called upon to determine the bearing 
of an inclined shaft, containing iron pumps, with a miner's dial 
unprovided with a vernier, he may perform the operation with 
a cross-staff, either a well-made brass instrument or an improvised 
one made by drawing two lines at right angles on a board, about 
.6 inches square and 1 inch thick. The lines must be cut half an 
inch deep with a fine saw. The instrument thus made is fixed 
on a three-foot stand. 

The cross-staff is set up in such a position that a candle in the 
shaft can be seen through one pair of sights. In the line of sight 
of the other pair, the dial is set up in the level out of the way of 
magnetic attraction. In this way, the candle in the shaft and 
the dial in the level form a right angle with the cross-staff. . An 
assistant must now look through the sights of the dial to a candle 
held immediately above the cross-staff, and read the bearing 
indicated by the needle. Being exactly at right angles to this 
line, the bearing of the shaft may be at once determined. Thus, 
assuming that the needle reads 282°, if the underlie is northerly, 
the bearing of the shaft will be 12°; if southerly, 192°. 

The Vernier Compass. — The vernier of the circumferenter may 
be used for reading the magnetic bearing. In this method of 
surveying, the compass-box is clamped with the needle lying 
upon the zero or north and south line marked on the dial. The 
sights being then directed to the object, the bearing is read 
direct from the vernier to 3 minutes, or by estimation upon a 
superior instrument to 1 minute. This method is very expedi- 
tious, and gives most accurate results. At any point in the 
traverse, a fast-needle observation may be made without difficulty* 
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In working with the iast needle, it is advisable to invariably 
start with a loose magnetic bearing, and, if practicable, to close 
with one. Intermediate checks by the same means are desirable, 
but not essential. In this way, the needle lies upon the zero 
line at every set, except where local attraction prevails, of which 
the amount and direction are shown by the needle's deviation 
&om that line. The result is that the traverse angles booked are 
also magnetic bearings. 

In order to show grounds for confidence in this method, the 
details of an actual survey, made by Mr. W. F. Howard,* may be 
quoted. The survey was made between the Speedwell and 



No. 


Vernier Bearing. 


Horizontal 
Distance. 


Bemarks. 


1 


N. 34** 24' W. 


Links. 

13i 


/ From Speedwell north or down- 
\ cast shaft. 


2 


N. 58° 35' E. 


639 






3 


N. 45" 41' E. 


274 






4 


N. ST 29' E. 


130 






5 


N. 8'*40'W. 


127 






6 


N. 15° 02' E. 


405 






7 


N. 17° 57' E. 


206 






8 


N. 11° 35' E. 


158 






9 


N. 35° 37' W. 


73 






10 


N. 18° 20' E. 


260 






11 


N. 18° 14' E. 


470 






12 


N. 69° 42' E. 


384 






13 


S. 27° 45' E. 


63 






14 


N. 69° 32' E. 


73 






15 


N. 71° 57' E. 


78 


( To face of main ventilating drift 
< intended to hole into Nether- 
( thorpe shaft. 



♦ Trans. N. Engl Inst, M,E., vol. xx., 1870, p. 31. 
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Netherthorpe shafts at Staveley, with the intention of effecting a 
holing into the latter. The straight distance between the shafts, 
measured direct on the surface, was 31*13 chains, and the distance 
between the shafts by the underground roads was 36-43 chains, 
making the total circuit 66*56 chains, and requiring 16 sets 
underground. The foregoing is a copy of the survey notes. 

The survey was made with a 5-inch Davis dial, divided to half- 
decrees, with a vernier reading to 3 minutes. 

In this instance, the magnetic bearing and the horizontal 
distance sought, from the face of the heading to the intended up- 
cast shaft, was calculated to be N. 58° 38' E., 190*5 links. It 
was then determined to drive direct into the shaft, and the draft 
was accordingly set out at the above bearing; and the holing 
proved this bearing ajid the calculated distance to be absolutely 
correct. 
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CHAPTER VI I. 
The German Dial. 

Invention of the German Dial. — The continental method of sur- 
veying mines consists in suspending a compass and a clinometer to 
a stretched cord representing the line of sight. The compass and 
the clinometer are read, and the length of the line measured. 
In this way, the length, bearing, and inclination of the station- 
line are determined. Mine-surveys were conducted in the manner 
described by Agricola until the invention of the German dial, 
or hanging compass, by Balthasar Koessler, who died at Alten- 
berg, in Saxony, in 1673. 

Measuring Station-Lines. — The cord is 50 fathoms long. It is 
made of hemp, and wound round a wooden reel provided with a 
handle (Fig. 23). This cord is stretched 
from station to station. The length of the 
portion stretched depends, of course, on 
the distance of the stations apart. It 
should, however, not exceed 8 fathoms, so Fig. 23. 

as to prevent the formation of a catenary 

curve. The screws (Fig. 24) to which the cord is fastened are 
4 inches in length. They are firmly fixed into the timbering 





Fig. 24. 



Fig. 25. 



of the level. When the cord is stretched between the two points, 
the length of the line is measured. For this purpose, the Hun- 
garian surveyors employ a fathom-rod ; the Saxon surveyors use 
a brass 5-fathom chain. 

For surveys at the surface, or in mines where there is no 
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timbering to hold the screws, a trestle of the form shown in 
Pig. 25 is employed. It consists of a beam 8 feet in length and 
6 inches in diameter, with two short legs. It should be as heavy 
as possible, and no iron must be used in its construction. 

In the Harz mines, instead of the cord, a thin brass chain is 
used. It is 10 metres in length, and is provided with a hook at 
one end. Every metre is indicated by a brass tag. The chain 
is wound on a reel, and used in the same way as the cord. The 
advantages it offers are : 1, It weighs very little ; 2, its length 
can be read without any delay ; 3, the best place for hanging the 
clinometer can easily be found ; 4, no further measurements are 
required to determine the points where offsets have to be taken. 
Its disadvantage is that it is liable to stretch, and must there- 
fore be carefully examined and adjusted every time it is used. 

The Clinometer is used for determining the inclination of 
the stretched cord. It consists of a thin brass semicircle 
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(Fig. 26), 9 inches in diameter, provided with hooks for 
hanging it on to the stretched cord. In the centre of the 
circle is a hole, through which a black, human hair is passed, and 
fSastened on the other side by means of wax. At the other end 
of the hair, a small brass plumb-bob is fastened. The hair touches 
the graduation of the semicircle, and enables the angle of inclina- 
tion to be determined. The hooks open towards opposite sides, and 
are provided with apertures through which a clamp may be in- 
serted when the clinometer is suspended from a highly inclined 
cord. The graduation begins at the centre of the semicircle— 
that is, perpendicularly below the centre from which the plum- 
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D E 
Fig. 27. 



met hangs. It commences with 0", and goes to 90* on both 
sides. Each degree is subdivided into four equal parts, so that 
an angle can be read direct to 15 minutes. As a rule, the quarter 
degrees are further divided by the eye into three equal parts, so 
that angles can be read accurately to 5 minutes. In order to 
facilitate the reading, the graduated side of the clinometer is 
usually silver-plated. 

Use of the Clinometer. — If a cord, about 10 yards in length, is 
stretched horizontally, and the clinometer suspended from its 
centre, the human hair, hanging vertically on account of the 
weight of the plummet, will coincide with the zero of the gradu- 
ation, provided that the cord is 
stretched perfectly tight, and that 
the clinometer is free from defects 
of construction. If the cord is in- 
clined at an angle BAG (Fig. 27), 
the hair will not coincide with zero, 
but will give the angle DHE, 
which represents the angle of in- 
clination of the cord. For since 
AHD + DHE = a right angle, and AHD + BAG = a right 
angle, AHD + DHE = AHD + BAG, therefore DHE = 
BAG. The clinometer thus may be used for determining the 
inclination of lines. 

The cord when stretched forms a catenary curve, and con- 
sequently the angle of inclination varies at diflferent points in the 
curve. There must, however, be a point where the cord is 
parallel to the line joining the two end points, and there the 
clinometer must be placed in order to obtain the true inclination. 
The weight of the clinometer being neglected, the correct point 
of suspension is slightly below the centre of the cord. But the 
weight of the clinometer alters the inclination of the cord, as it is 
not uniformly divided between the two hooks. The place where 
the clinometer must be suspended, in order to give the correct 
inclination of the cord, has been found by Professor A. von Miller- 
Hauenfels. His rule is as follows: — The clinometer must be 
suspended at a certain distance above the centre of the cord» 
For cords at an inclination of about 15°, this distance is obtained 
by multiplying the length of the cord by 0*004 for each degree ; 
for greater angles, the length must be multiplied by 0*003 for 
each degree. Thus, with a cord 12 metres in length inclined at 
an angle of 20°, the clinometer must be suspended at a distance of 
6*72 metres fi-om the lower end. In practice it is found suflBlcient 
to suspend the clinometer at the middle of the cord, when the 
latter is but slightly inclined. With highly inclined cords^ how* 
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ever, it is advisable to suspend the clinometer half a yard from 
the two ends, and to take the mean of the two readings, as the 
correct angle of inclination. The error will thus not exceed a 
few minutes in a cord 10 yards in length. 

The Hanging-Compass. — ^The compass-box is 3 to 4 inches in 
diameter. It is graduated into 360', or, more frequently, into 
twice 12 hours. The numbering commences at the ends of the 
diameter marked north and south, the 1 2 o'clock line, and pro- 
ceeds from right to lefb. At the 6 o'clock line, the east and west 
points are transposed as in the ordinary miner's dial. In the 
larger compasses, each hour is divided into 16 parts; in the 
smaller ones, into 8 parts. Further sub-divisions may be esti- 
mated with the eye. The compass is, as a rule, read in hours, 
eighths, and sixteenths of eighths. One hour is equal to 15", 
one-eighth is 1° 51' 30", and one-sixteenth of an eighth is 7' 2". 

In order that the compass shall assume a horizontal position 
•when suspended to the cord, it is constructed on the plan of a 

ship's compass. When the compass is 
fastened in the gimbals of the hanging 
instrument, and suspended to the cord, 
the 12 o'clock line is in the same vertical 
plane as the axis of the cord, and the 
compass hangs level at all times. 

The original construction of Rossler's 
hanging-compass is shown in Fig. 28, copied 
from Voigtel's Geometria Subterranean the 
first treatise on mine-surveying ever 
written. It was published in 1686. 

An improved form of hanging-compass, 

made by Osterland of Freiberg, is shown 

in Fig. 29. The hanging ring of the old compass is here 

replaced by two movable arms. In order to keep the centre of 

gravity as low as possible, the 
clamping of the magnetic-needle 
is effected by a large screw 
underneath the compass-box. 

The compass and clinometer 
fit into a leather case fastened 
to a belt worn round the sur- 
veyor's waist. A few hairs, 
some wax, and a plummet must 
always be carried in reserve. 
^^«- 29i Surveying with the German 

Dial — In booking a survey 
made with the German dial, the date, the name of the mine, and a 




Pig. 28. 
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description of the starting-point should first be noted. A fixed 
point having been selected as a starting-point, intermediate points 
are so chosen that they can be connected without hindrance by 
cords 6 to 8 fathoms in length. These points are either in the 
permanent timbering of the level, or iu timbers temporarily 
inserted for the purpose. At these points, cord-screws are fixed. 
The loop at the end of the cord is placed over the first screw. 
The cord is tightly stretched to the next screw, and having been 
wound round it two or three times, is carried on to the next 
Again. Six to ten station-lines are thus obtained, and the survey 
is commenced. A plummet is dropped from the first screw to the 
floor of the level, and the perpendicular distance measured. The 
length of the stretched cord is measured by placing the measuring 
rod gently along it. The clinometer is then suspended from the 
middle of the cord, and the rise or fall read. Lastly, the hanging, 
•compass is suspended to the cord near the end-point of the line, 
•care being taken that the north end of the dial is directed towards 
the end-point of the line. The bearing of the cord is then read* 
The mode of procedure is the same with the other lines. 

The observations are noted in the dialling-book. In the 
column for remarks, sketches of portions of the level are inserted, 
showing the position of the offsets measured from the stretched 
<Jord. The bearing and dip of any veins or cross-courses met, 
should also be noted. As the end-point of the survey, a fixed 
point should, if possible, be selected, and the distance from the 
floor of the level measured. When great accuracy is required} 
a reverse survey is made as a check. 

When the survey is complete, the bases and perpendiculars 
of the inclined lines have to be determined. The cord being the 
hypothenuse of a right-angled triangle, its length must be 
multiplied by the cosine of the angle of inclination, in order to 
obtain the base of the triangle, that is, the plotting length of the 
line. The perpendicular is obtained by multiplying the inclined 
length by the. sine of the angle of inclination. 

The form of dialling-book adopted is given on next page. 

In this survey, the distances were measured in metres. The 
hanging-compass used was divided into half-degrees, which 
were subdivided by the eye into tenths of degrees. The 
clinometer was also read to tenths of degrees. The figures 
obtained by calculation, in the ''base" and "perpendicular" 
columns, are usually entered in red ink. If the survey is to be 
plotted trigonometrically or by means of the protractor, the 
observed bearings are first corrected for the magnetic declination. 
The following is an example of the method of booking recom- 
mended at the Freiberg School of Mines : — 
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CARL MINE, ALSACE.— SURVEY OF ADIT LEVEL WITH 

THE HANGING-COMPASS. 







Begnnat + 


on right 


Timber, 


at entrance to Level. 




Ha 


Lnigth. 


IiiflilimtloB. 


Bbabiho. 


Bmo. 


Fbbpirdiculab. 


Renuaikn, 
















Obserrad. 


Oorrected. 




Bise. 


iUl. 


■ 


••• 


1-34 


R.90*-0 


••• 


• »• 


• •• 


1-34 


••• 


To + 


A 


7-36 


C'-O 


240'*-9 


228'*-9 


7-36 


••• 


••• 




B 


5-41 


R. 3'-l 


210''-3 


198° -3 


5-40 


0-29 


••• 




C 


6*83 


F. r-2 


210**2 


198'*-2 


6-82 


••« 


0-14 




D 


4-81 


R. r-s 


186°-6 


174°-6 


4-80 


0-31 


••• 




E 


624 


F. 0*-4 


202'*-8 


190''-8 


6-24 


• • • 


0*04 




F 


4-68 


R, r-1 


173*1 


ler-i 


4-68 


0-09 


••• 




•»• 


1-32 


F. 90*^-0 


••• 


••• 


••# 


• •• 


1*32 


JTo floor 
( of level. 



In the Harz, where a thin wire is used instead of a cord, the 
station-line is, if possible, made 10 metres in length. The 
trigonometrical calculations are thus greatly facilitated, especially 
if logarithms are used. The form of dialling-book adopted when 
the compass is divided into hours, is shown on the next page. 

The right-hand page of the survey-book is reserved for sketches, 
showing the position of the offsets taken. 

Plotting the Survey. — ^The survey may be plotted by means of 

the compass that was used 
underground. The plotting in- 
strument (Fig. 30), consists of a 
truly rectangular plate of brass, 
10 inches long and 5 inches 
wide, with a raised ring in the 
middle for the reception* of the 
compass-box. The diameter of 
the ring parallel to the long side 
Fig. 30. of the plate is marked on its 

surface by means of two fine lines. The compass-box is placed 
in the ring, and clamped so that the 12-hour line coincides with 
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these two lines. The upper edges of the rectangular plate are 
bevelled, so as to diminish the shadow on the paper. 

The paper, on which the plan is to be drawn, is fastened to a 
horizontal table. The plotting-instrument is then placed on the 
paper, and turned until the marked end of the needle points to 
the north. A line is then drawn along the side of the plate which 
will represent the north line of the plan. A point for commencing 
the plotting is selected, and the instrument turned at that point 
until the needle points to the bearing of the first line. A line 
is then drawn along the side of the instrument, and the required 
distance measured with a scale. 

This method presents the advantage of plotting the survey 
with the actual instrument used to make it, and consequently 
with the same degree of approximation. But the errors due to 
magnetic influences are not eliminated, as the conditions are not 

the same as they were in the mine. 
In a drawing office, too, there are 
always iron objects that may affect the 
needle. At the French collieries of 
Decize in Ni^vre, a drawing office has 
been built in which all the ironwork 
has been replaced by copper, for the 
purpose of employing this instrument 
without inconvenience. 

Surveying with the Hanging-compass 
in the Presence of Iron. — Numerous 
attempts have been made to modify 
the construction of the hanging-com- 
pass in such a way that it can be 
used for surveying over iron. Perhaps the most successful is 
the adjustable hanging-compass (Fig. 31), invented by Mr. Pen- 
kert* of Beuthen. It is so arranged that it can be centred under 
the point of junction of two cords, and thus the bearing of the 
two lines can be taken from the same place. The instrument 
is manufactured by A. Ott, of Kempten, Bavaria. 




Fig. 31. 



Berg, U, Zlg,, vol. zxxiz., 1880, p. 9. 
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OHAPTER VIII. 

The Theodolite. 

Historical Sketch. — In mine-surveys, where eictreme ftccaracy 
is required, the theodolite should be employed. There is, how- 
ever, no occasion for it to be used exclusively, as the modem 
vernier-dial is a form of theodolite, which from its simplicity and 
compactness is better adapted for underground work than the 
theodolite itself, and proved by severe tests to give highly 
satisfactory results. For surface-surveying the dial is, however, 
decidedly inferior to the theodolite. 

The employment of improved instruments for measuring 
angles underground in place of the compass, dates from the end 
of the last century. In 1798, H. 0. W. Breithaupt, of Oassel, 
invented a mine-surveying instrument, resembling an aatrolabitMn, 
This was essentially a theodolite. It had a graduated horizontal 
circle with verniers, a vertical arc, a sighting-tube, and a 
compass. Two sets of legs were used with the instrument. In 
the same year, Professor Guiliani, of Klagenfurt, invented a 
mining theodolite, calling it a catageolabium. Mine-surveys, too, 
were made at the end of the last century by the Polish General, 
Komarzewsk, with a graphometre aouterrain which he invented. 
Since 1832, the theodolite has been used, more or less, in all 
mine-surveys, where great accuracy is required. Theodolites 
specially constructed for mining purposes are now made in great 
numbers by the continental and American instrument-makers. 
In Great Britain; however, the tendency has been to improve 
the construction of the circumferenter, making it more and more 
like the theodolite, so that with it results can be obtained as 
accurate as those made with a German mining theodolite of the 
same size. 

Description of the Theodolite. — ^The theodolite is the most 
important, but at the same time the most complicated, instru- 
ment used by the mine-surveyor. In general outline, it may bo 
described as a telescope mounted on a horizontal and a vertical 
axis, in such a way that the horizontal and vertical rotation of 
its optical axis may be measured. 
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There are matij forma of theodolite, but there are certain 
' esaential parte comman to all. The cost of a theodolite being 
considerable, the mine-sur- 
veyor IB, as a rule, not in a 
position to havo several of 
different sizes. In purchas- 
ing an instrument, therefore, 
he must select one which will 
fulfil all hia requirements. It 
must be sufficiently large to 
give accurate results in tri- 
angulation, and at the same 
time it must be sufficiently 
portable to be used in the 
mine. In ita construction, 
all metal must be avoided 
that will affect the magnetic- 
needle. The horisontal circle 
should be 5 inches in dia- 
meter, divided into half- 
degrees, and provided with 
verniers reading to single 
minutes. 

The various parU of the 
theodolite are shown in Fig. 
32. The most important 
part is the horizontal oirc^ 
G, which has its edge bevelled 
and graduated, the degrees 
being numbered continuously 
round it towards the right 
up to 360°. At the centre 
of this circle is another cir- 
cular plate, the vernier-plate 
, F, capable of rotation inde- 

' pendently of the horizontal 
circle. On the vernier-plate 
is engraved a line, the index 
line, passing exactly through 
the centre, the end-points, or 
pjg gg^ indices, extending to the 

graduation of the horizontal 
<arcle. The indices are provided with verniers, read by means 
of the microscopes g, ij, which are sometimes provided with plates 
of ivoT7 to reflect light on the scale. The horizontal circle and 
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the vernier-plate together are sometimes termed the horizontal 
lirnby in which case G is called the lower limb. The instrument- 
makers' names are (F) plcUe, and (G) limb. 

On the vernier-plate are two uprights or supports, D, D, which 
support the horizontal axis, 0, of the vertical or dlMude circle^ E. 
The latter is provided with two indices with verniers at the 
opposite ends of a horizontal bar, read by the microscopes e, e. 
The telescope A B is fixed directly upon the horizontal axis. 

The horizontal circle is screwed by a flange to a brass vertical 
axis, K, passing through the collar of a clamp, where it may be 
£xed or loosened by the clamp screw, k. Below the collar, the 
vertical axis works freely on a ball and socket joint at its lower 
end. The ball and socket is placed between the parallel plates, 
L, M, which are provided with four levelling screws, L The 
vernier-plate is provided with two spirit-levels, /,/, and a longer 
spirit-level, c, is attached to the telescope. The whole instrument 
is supported on a strong tripod staad. 

The vertical circle is divided into four quadrants, the degrees 
in each of which are numbered from 0° to 90°, as shown in Fig. 
33. In the old-fashioned theodolite the verti- 
cal limb is a semicircle. This is surmounted 
by an oblong flat piece of brass, the stage, to 
the ends of which are screwed the two forked 
rests called Y*s, by which the bell-metal collars 
of the telescope are supported. Under the tele- 
scope is a long spirit-level. A theodolite of 
this kind is termed a plane theodolite, whilst 
one with a complete circle as vertical limb is Fig. 33. 

termed a transit theodolite. The advantages 
presented by the latter form are the greater vertical sweep of the 
telescope and the greater accuracy of the readings of the vertical 
limb» 

Connected with the horizontal circle and vernier-plate, there 
ore two screws, H, I, one of which, H, is a clamping screw and 
the other a slow-motion or tangent screw. When H is loose, the 
two plates, G and F, can be moved independently, but when the 
screw H is tightened they can only be moved separately by 
means of the tangent screw I. Beneath the horizontal plates, 
there are two screws, k and t, one of which, ^, is a clamping 
screw and the other a tangent screw. When the screw k is loose, 
the whole of the upper part of the theodolite above the screw 
can be rotated in any direction, in which case the horizontal 
circle moves upon the double conical axis upon which it rests. 
On tightening the screw k, the upper part can be moved only by 
means of the tangent screw i. Two screws refer to the vertical 
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circle, a olamping screw and a tangent screw d. When the 
clamping screw is loose, the 
vertical circle can be moved 
freel; ; bat when it ia 
tightened, the circle can be 
moved only by metuu of 
the tangent screw d. 

As an aid to memoiy, the 
screws may be divided into 
three sets, each of which 
consists of a claiming and 
a tangent screw. Theapper 
set belongs solely to the 
vertical circle; tike centre 
set, H, I, belongs to the 
horizontal circle F; and 
the lower set, k, i, refers to 
the entire portion of the 
instrument above it. 

The circular plates with 
their accompanying socbebs 
-pjj.^ 34_ are shown in section in Fig, 

34. The upper plate carry- 
ing the compass-box, ibc., is screwed fast to the flange of tiie 
interior spindle, the lower plate is fastened to the exterior socket, 
which in its turn is fitted to and turns in the hollow socket t^ 
the levelling head. 

Ths telescope consists of two tubes, one sliding within the 
other, with the object glass at the fnrther end. A, of the outer 
tube, and with an eye-piece at the nearer end, B, of the inner 
tabe. The object glass is achromatic, that is, made of two 
lenses, one of crown and one of flint-glass, the curvatures of 
which are suitably combined. The object glass forms between 
the eye-piece and its principal focus an inverted image of the 
object sighted, and the eye-piece, consisting of two condensing 
lenses, acts as a mr^;nifying glass, and gives a virtual and highly 
magnified imt^e of the inverted image thus obtained. Some- 
times, especially in American instruments, the eye-piece is 
made up of four plano-convex lenses. An erect image is thus 
obtained. An erecting eye-piece, however, causes a considerable 
loss of light, and is therefore not to be recommended. It 
requires but little practice to get accustomed to the use of an 
inverting eye-piece, and the brilliancy with which objects 
appear, owing to the amount of light gained by dispensing with 
two lenses, is very marked in comparison with the results 
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obtained with an erecting eye-piece of the same power. The 
telescope may be focnssed by moving the inner tube by a rack 
and pinion turned by the milled head, b (Fig. 32). 

The rays proceeding from the object-glass form a cone of light. 
In order to get a line from the point of the cone straight through 
the optical centre of the object-glass, and on, without deYiation» 
to the object examined, recourse must be had to 
the device of coUimcUion. The collimator of a 
theodoUte telescope is a circular brass diaphragm, 
with a hole about half an inch in diameter in its 
centre. It has a rim on its edge, and in this are 
the collimating screws, a, a. The hole is crossed ^^nb 

by three spider-webs or equally fine platinum Yig. 35, 

wires (see Fig. 35), one horizontal, A B, and the 
other two, D, EG, deviating slightly to opposite sides of a 
vertical plane. The point F where the wires cross each other 
should be exactly in the axis or line of coUimation of the ^ 
telescope. It is adjusted to that position by the collimating 
screws. 

Various FormB.~(a.) Hoskold's transit-theodolite is an instru- 
ment of great perfection, specially adapted for mining work. It 
differs from the ordinary transit-theodolite in the arrangement 
of the upper plate, which is made to project over the lower 
plate at the points where the upright supports are attached, so 
as to enable a larger compass to be employed. Thus, a 5-inch 
circle will carry a 4i-inch compass; whilst in an ordinary 
theodolite of the same size a 2 1 -inch compass would be used. 
The Hoskold theodolite presents the further advantage that 
the compass is not obscured by the appendages of the upper 
plate. In order to enable short sights to be taken, a pair of 
folding sights, like those of a miner's dial, are fixed to the top 
of the telescope. The instrument is also provided with a 
diagonal eye-piece, which enables the telescope to be pointed 
vertically without any discomfort to the observer. 

In this theodolite and some others, a second telescope is some- 
times attached below the horizontal circle. This is used like 
the outer pair of sights of the Henderson dial, to determine 
whether the circle has been disturbed during the interval 
between two observations. 

(6.) The Everest Theodolite. — This instrument differs con- 
siderably from the ordinary transit-theodolite, though the 
principles of its construction are exactly the same. It was 
• designed by Captain Everest, and was first made by Messrs. 
Troughton & Simms in 1838. Instead of the upper parallel 
plate, this instrument has three diverging arms (Fig. 36) with 
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a vertical levelling screw supporting the end of each. Each 
screw has a flange at its lower end, by means of which it is 
held down to the plate forming the top of the staff head. The 
chief advantage of this construction is that the three levelling 
screws can be adjusted with one hand, whilst the adjustment c$ 
four levelling screws requires both hands. 




Fig. 36. 

The vernier-plate is represented in the Everest theodolite by 
four radiating arms, three with verniers, the fourth with clamp- 
ing and tangent screws. The verniers are read with the aid 
of an independently moving microscope. The mean of three 
readings is thus obtained for each observation. 

The telescope is permanently fixed to the horizontal axis by 
means of a collar-like expansion at the middle of the bell-metal 
axis, into which the telescope is fixed. Instead of a vertical 
circle, the Everest theodolite has two opposite sectors of about 
90° each, so as to be capable of measuring elevations and depres- 
sions, as fax as 45°. The horizontal axis works in a Y-shaped 
upright. The spirit-level is not attached to the telescope, but 
to the index bar. The circular compass-box of the ordinary 
instrument is replaced by a long compass-box placed above the 
telescope, reading only a few degrees east or west of the magnetic 
meridian. The spirit-level for the horizontal circle is attached 
to a stage below Uie Y's. 

(c.) The Hoffioan Tripod Head. — The theodolites made by 
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Messrs. J. Davis & Son are provided with the Hoffman tripod 
bead (see p. 64). Ever since the introduction of the theodolite, 
efforts have been made to give it the same &cility of levelliag as 
is possessed by the miner's dial. The ball and socket motion has 
been frequently tried. The upper part of a theodolite is, how- 
ever, much heavier than that of the dial, and requires more 
binding power than can be ob^ned with an ordinary ball and 
socket joint. 

The great need for a tripod that can be easily manipulated is 
apparent, as it rarely happens that there is a level surface on 
wluch to set the theodolite, and much of the time in surveying 
is employed in adjusting the levelling screws. It has been 
pointed ont that it is akaost impossible to level up a sensitive 
hnbble so that it will remain in position long enough for a satis- 
&ctory sight to be taken, and the difficulty of centering a plummet 
over a station has also been shown. The latter defect has been 
obviated by the addition of the sliding-head, which permits the 
entire instrtunent, with its plummet, to be accurately placed over 
a fixed point, after the operation has been approximately per- 
formed by moving the legs. 

The Hoffman tripod head,* as modified by Professor J. H. 
Harden of the University of Feansylvania, is shown in Fig 37. 



Fig. 37. 

On unscrewing the levelling screws, the plate forming part of the 
socket of the small ball, the centre of which is the axis of the 
instrument, and the point from which the plummet is suspended, 
can be moved in any direction within- the limits of the inside 
opening of the screw cap. It will be observed that besides the 
small ball and socket, there is an extra and larger ball and socket 
formed by a part of the plate to which the instrument is fastened, 

* Ttom, Amer. Iwt. Mia, Sag., vol. vii., p. SOS. 
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and the part to which the levelling screws are attached. The 
latter part always remains parallel to the screw cap of the tripod 
head, on which the points of the levelling screws rest, so that 
whatever position the instrument may assume in relation to the 
tripod head, the screw will always act directly perpendicular to 
both plates. 

Under all conditions, the instrument moves upon a centre 
common to the two balls, this being the point to which the 
plummet is attached. It is therefore impossible for the plummet 
not to be perpendicular to the axis of the instrument. 

The advantages claimed for the Hoffman tripod head are as 
follows : — 1. A saving of one-half to two-thirds of the time usually 
occupied with screwing and unscrewing as in the old plan. The 
instrument can be levelled approximately without the use of the 
screws. Less than half a turn is then necessary to bring the 
instrument to a perfect level, the operation at the same time 
clamping it. 2. The levelling screws are at all times perpendi- 
cular to the plate to which they are attached, and to the plate 
and screw cap on which they rest. 3. The levelling screws are 
reduced in length, and their duty to a minimum, the instrument 
being no higher nor heavier than before. 4. The shifting head 
for plumbing over a fixed point — ^an improvement common to all 
first-class instruments— is retained, and no extra screws are 
required to clamp the instrument. 5. The levelling screws are 
covered from dust, and at the same time are no obstruction to 
the working of the instrument in any position in which it can 
be placed. 

Numerous other attempts have been made to apply the ball 
and socket motion for levelling theodolites rapidly, and several 
American devices of this kind have proved very successful. 
Thus, Messrs. W. & L. E. Gurley, of Troy, have patented a 
quick-levelling tripod, somewhat similar in principle to that of 
Hoffman. The spherical surfaces are, in this case, concave, and 
the friction of these surfaces may be increased or diminished at 
will by means of spiral springs. Messrs. Buff <fe Berger, of 
Boston, furnish their theodolites with a quick-levelling attach- 
ment, which does not form part of the instrument proper, but 
consists of a coupling, with a ball and socket joint, which can be 
screwed between the instrument and the tripod. 

(d,) American Theodolites. — In America, the miner^s dial is 
very rarely used for mine-surveys. In all important work, the 
transit-theodolite is alone used. This instrument is known in 
America as the transit. The name ilieodolite is reserved for the 
Y-instrument in which the telescope cannot be revolved on its 
horizontal axis. The transit instrument which has no vertical 
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circle and no spirit-level attached to its telescope is called the 
plain transit 

An excellent transit-theodolite, manufactured by Messrs. 
Heller & Brightly, of Philadelphia, is described by Dr. R. W. 
Eaymond.* It is a small portable instrument specially adapted 
for use in mine-surveying. The principal peculiarity is the rib- 
bing and flanging of the parts requiring strength, so as to dispose 
the minimum amount of material where it will secure the greatest 
rigidity. The horizontal circle is 4^ inches in diameter, and is 
read by two double opposite verniers, placed outside the compass- 
box, the vernier openings in the plate being made very wide so as 
to allow the easy reading of the graduations. There is a 3-inch 
magnetic-needle, and its ring is divided to half-degrees. The 
telescope is 7^ inches long, with an erecting eye-piece. A sensi- 
tive level, 4^ inches long, is attached to the telescope. The 
tripod is furnished with a shifting head for precise centering. 
Clamps and tangent-screV movements are supplied to the plates 
and vertical circle. The graduation of the compass ring and of 
the horizontal circle is continuous from 0** to 360*". The weight 
of the instrument, exclusive of the tripod, is 5^ lbs. The 
weight of the tripod is 3^ lbs. The height of the instrument 
from the tripod legs is 7 inches, the extreme diameter of the 
plates 5 inches. The instrument and tripod head are packed 
in a box 7i inches square, arranged with straps to allow its 
being carried over the shoulder, while the folded tripod legs 
serve as a walking-stick. Such compactness and lightness 
are very important for underground work. This also applies to 
surface-surveys, especially in a country like America, where the 
surveyor has often to carry his own instrument. 

{€,) Traveller's TraQ8it-Theodo]ite.--A still smaller transit- 
theodolite is manufactured by Mr. L. Casella, of London, for the 
use of travellers. It has complete 3-inch circles, both vertical and 
horizontal, with verniers reading to one minute. It can there- 
fore be used as an altazimuth for determining time, latitude, 
and azimuth, as well as for ordinary surveying purposes. Its 
telescope is eccentric. It is provided with a diagonal eye-piece 
and a reflector for illuminating the cross-wires. It is thus well 
adapted for shaft-surveying. It is supplied with a dark glass 
for solar observations, a finely divided level, and a compass. It 
packs in a mahogany case, 6f inches by 5i inches, and 4 inches 
deep ; the whole weighing only 3 J lbs. 

A light tripod stand is added. Many important surveys have 
been made with the instrument with very satisfactory results. 

* Trana, Amer, Inst, Min, Eng,, vol. L, p. 375. 
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This instmment is also constructed with the telescope in the 
centre, the supports being raised to allow it to revolve vertically. 
By this arrangement, whilst the height is increased, the width is 
reduced in proportion. 

Acynstments of the Theodolite. — Every time the instrument is 
used, the observer must make the following adjustments: — 

1. Place the theodolite exactly over the station by means of a 
plummet hung from a hook directly under the vertical axis. It 
must next be levelled, that is to say, the vertical axis must be 
placed truly vertical. The easiest way to do this is to make the 
vernier-plate truly horizontal, by means of the spirit-levels, /, f 
(Fig. 32). For this purpose, the vernier-plate is turned into 
such a position that the two spirit-levels shall be parallel to the 
two diagonals of the square formed by the four levelling screws. 
Two opposite screws must then be turned simultaneously and 
equally, but in opposite directions, until the bubble is brought 
to the centre of the leveL The other screws are then turned in 
the same way, until the bubble of the second level is brought to 
the centre of its tube. 

A more exact adjustment can be made by means of the larger 
and more delicate level, c, attached to the telescope. For this 
purpose, set the instrument approximately level, clamp the axis 
of the limb by ^, leaving the plate free, and move the latter until 
the telescope is over two of the levelling screws. Then bring the 
bubble to the middle of its tube by the tangent screw, d. Then 
turn the vernier-plate, carrying with it the telescope, through 
half a revolution, and if the bubble is not in the centre of 
the tube, bring it half way back by the tangent screw, and the 
other half by the levelling screw. Repeat this until the bubble 
remains central with the telescope in either position. Then 
turn the vernier-plate through 90**, so as to place the telescope 
at right angles to its former position, and repeat the process 
until at last the bubble remains central during the complete 
rotation of the telescope. If the instrument is correctly con- 
structed, the vernier of the vertical circle should read 0° 0'. 

If the bubbles are not at the centres of the vernier-plate levels, 
when the bubble remains central in the level attached to the 
telescope, the vernier-plate levels are not truly perpendicular to 
the vertical axis, and must be adjusted by means of the screws 
at their ends. This adjustment is rarely required with a well- 
made theodolite. 

2. When the image of the object viewed, formed by the object 
glass, either falls short of or beyond the place of the cross-wires, 
an error arises, which is called paraUoM. Its existence may be 
detected by moving the head from side to side when looking 
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through the telescope, observing whether the image appears to 
move. To correct this error, the eye-piece must first be adjusted 
by means of the movable eye-piece tube, until the cross-wires 
are seen clearly defined. Then direct the telescope to some 
distant object, and by means of the milled-head screw, b (Fig. 
32), at the side of the telescope, move the inner tube in or out 
until the proper focus is obtained. When disregarded, parallax 
gives rise to serious error. 

3. In addition to the temporary adjustments described above» 
there are certain permanent adjustments which should be tested 
from time to time, but which in a well-made theodolite seldom 
require correction. 

The adjustment of the line of coUimatum consists in placing 
that line accurately at right angles to the horizontal axis. To 
efiect this, direct the telescope to a distant object, making the 
cross-wires bisect the object precisely. Then carefully lift the 
telescope out of its bearings, and replace with the ends reversed. 
Revolve vertically, and again direct the telescope to the distant 
object If the cross-wires still coincide with the object, the 
line of coUimation is perpendicular to the horizontal axis. If 
not, move the cross-wiresone-half of the deviation by turning the 
screws holding the diaphragm, and correct the other haiS by 
moving the tangent screw of the horizontal circle. Reverse the 
telescope again, and repeat the operation until the adjustment is 
perfect 

111 the Y-theodolite, the line of coUimation is adjusted by 
bringing the intersection of the cross-wires upon some well- 
defined distant object. The telescope is turned round on its 
collars in the Y's until the level is uppermost. Then, if the 
cross-wires do not continue to coincide with the object, half the 
difference must be corrected by moving the cross-wires, and the 
other half by moving the tangent screw of the horizontal circle. 

4. The level attached to the telescope must be parallel to the 
adjusted line of coUimation. To efiect this adjustment in the 
transit-theodolite, the elevation or depression of a distant object 
is taken. The instrument is then reversed, the telescope revolved 
vertically, and again directed to the same object. The mean of 
the two readings will be the true elevation or depression of the 
object. Set the verniers to this mean angle, and again observe 
the object, making the intersection by means of the screws 
retaining the index in its horizontal position. Then, correct the 
level by its own adjusting screws. 

To effect the adjustment in the Y-theodolite, the clips for 
securing the supports that hold the telescope should be thrown 
open, and the bubble of the spirit-level brought to the centre of 
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the tube by means of the tangent screw attached to the vertical 
arc. The telescope should then be lifted out of its supports, and 
reversed. If the bubble does not remain central, correct half 
the error by the adjusting screws connecting the level with the 
telescope, and the other half by the tangent screw of the vertical 
arc. 

5. When the telescope level has been adjusted, and the vernier- 
plate is truly horizontal, it is necessary to note whether the zero 
of the vertical circle coincides with the zero of its vernier. If 
it does, there is no index-^rror. If it does not, the amount of 
error should be noted and applied as a constant correction to all 
subsequent readings. 

6. The adjustment of the horizontal axis exactly perpendicular 
to the vertical axis is, as a rule, left to the instrument-maker. In 
some theodolites, however, there are adjusting screws for the 
supports of the vertical axis. This is usually the case in instru- 
ments of American make. In order to determine whether the 
horizontal axis is perpendicular to the vertical axis, direct the 
intersection of the cross- wires to an object, the altitude of which is 
considerable. Then turn the vertical limb, until the cross-wires 
cut some other well-defined point near the ground. Kevolve the 
telescope on its axis, and turn the vernier-plate 180°. Then if, in 
raising and lowering the telescope, the line of collimation passes 
through the two objects, the adjustment is correct. If not, half 
the deviation is to be corrected by the tangent screw of the hori- 
zontal circle, and the other half by the adjusting screws of the 
supports. The operation must be repeated until the adjustment 
is correct. 

The permanent adjustments described above should be made 
with great care. Many valuable instruments have been injured 
by students who were anxious to adjust them, but were un- 
acquainted with the method. It is necessary to be quite certain 
that an adjustment is required before a screw is touched. 

Measuring Horizontal Angles. — The theodolite, having been set 
up so that the centre of the horizontal circle is perpendicularly 
above or below the station-point, is carefully levelled. The 
horizontal vernier-plate is then clamped at zero. The position 
of the second vernier is noted, in case it does not read 180'' 
exactly. The horizontal circle and vernier-plate clamped to- 
gether are turned, until the telescope is directed to the left-hand 
station. The horizontal circle is then clamped, and the crosA- 
wires are made to accurately bisect the point by means of the tan- 
gent screw. The vernier-plate is then released, and the telescope 
carefully moved, the lower supports only being touched, until the 
right-hand object is bisected. The vernier-plate is then clamped. 
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«iid the cross-wires are made to accurately coincide with the ob- 
ject by means of the tangent screw attached to the vernier-plate. 
The two verniers have thus described an arc on the horizontal 
circle equal to the angle to be measured. This may be read 
direct from vernier I. With vernier II. it is found by taking 
the difference of its two readings. The mean of the results ob- 
tained with the two verniers is taken as the correct angle. 

Another method of measuring horizontal angles is to clamp 
the horizontal circle in any position. Then, direct the telescope 
to one of the stations, clamp the vernier-plate, and turn the tan- 
gent screw attached until the cross-wires accurately bisect the 
left-hand object. Read the angles indicated by the two verniers, 
and note the mean of the. two readings. Then release the 
vernier-plate, and move the telescope until the right-hand 
object is bisected. Clamp the vernier-plate,, and make the cross- 
wires accurately coincide with the object by means of the tangent 
screw. Again read the two verniers, and note the mean of the 
two readings. The difference between the first and second mean 
readings will be the horizontal angular distance between the 
two points. Thus, as an example : — 

Vernier L Vernier II. Mean. 

The first reading . . 173M1' 353M1' 173° 11' 00" 

The second reading . 259^*35' 79"* 34' 259° 34' 30" 

Ck>rreot angle, .... 86° 23' 30" 

The reason for reading the two verniers is to correct any error 
due to eccentricity or incorrect graduation of the plates. 

It is advisable to measure the angle a second time with the 
telescope inverted. The errors occurring during the first 
measurement also occur during the measurement with the tele- 
scope inverted, but on the opposite side, so that the mean of the 
two measurements gives a result nearly free from error. 

Repetition. — In measuring horizontal angles, when great 
accuracy is required, the errors of graduation may be diminished 
to any extent by the process known as repeating^ an operation 
invented by Tobias Mayer, of Gottingen, in 1752. 

The mode of procedure is as follows : — ^Determine the horizontal 
angle between the points A and B in the usual way, the vernier- 
plate being clamped at zero. Let the angular distance between 
A and B be 30° 10'. Now, leaving the vernier-plate clamped to 
t^e horizontal circle, unclamp the vertical axis, and turn the 
instrument back to A Then clamp the vertical axis, release 
the vernier-plate, and again direct the telescope to B. In this 
way the reading will be repeated, beginning at 30*" 10' instead oi 

7 
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0* 0'. Suppose the result now is 60° 25'. Bepeat again, start- 
ing this time from 60** 25', and suppose that the third result is 
90 40', Dividing this result by the number of readings, we 
obtain, as mean result, 30** 13' 20". 

The operation may be repeated any number of times, care 
being always taken to direct the telescope towards A by turning 
the vertical axis, and towards B by turning the vernier-plate. 
Por each complete revolution of the vernier-plate, 360° must be 
allowed. It is advisable to perform the operation with the 
telescope inverted, and to take the mean of the two results 
obtained with the telescope in its two positions. 

The following is an example of repetition : — 

The horizontal angular distance between the two points 
determined in the usual way was 102** 45'. On repeating, the 
following results were obtained : — 



9a of Repetitions. Beading. Mean. Angle. 

Ver. L 5r00'45*' 
4 «{ )- 4ir00'45^ 102'*46'ir 

231° 00' 45" 



(Ver. L 
( Ver. U. 



Ver. I. 153' 45' 45^^ 
Ver. n. 333° 45' 45" 

00" 
00" 



( Ver. L 256° 31' 
( Ver. n. 76° 31' 



613° 46' 45" 102° 45' 09" 



616° 31' 00" 102° 46' 10' 



With the telescope inverted, the following results were 
obtained : — 

ITaofBepetitiong. Beading. Mean. Angle. 

Ver. I. 61° 00' 15" 

4 ^ y 411° 00' 15* 102° 45' 04* 

Ver. n. 231° 00' 16" 



Ver. I. 163° 46' 20" 
Ver. n. 333° 45' 30" 



613° 46' 26" 102° 46' 06'' 



Ver. L 266° 30' 40" ) 
6 i [ 616°30'36" 102° 46' 06* 

Ver. II. 76° 30' 30' ) 

Mean » 102° 46' 08". 

Heasurement of Vertical Angles. — ^The instrument having been 
carefully levelled, the telescope is directed to the object, the 
elevation or depression of which is to be measured. The cross- 
wires are made to accurately bisect the object by means of the 



tangent screw attached to the vertical circle. The angle ie then 
read from both verniers, and the mean of the two readings taken 
as the correct angle. When great accuracy is required, the 
determination ehouid also be made with the telescope inverted. 

The following is an example of the measurement of a vertical 
angle in this way : — 

Vernier L 12=45' 13° 02' 12° 53' 30" 



Mean = IT 53' 15". 

The Solar Attachment is a contrivance that is fastened to the 
telescope axis of American transit instruments for the purpose 
of determining the true 
meridian. The principle was 
enunciated by W. A. Burt, 
of Michigan, and applied by 
him to the compass in 1836. 
It has since come into gene- 
ral use in the surveys of the 
United States public lands, 
the principal lines of which 
are set-out with reference to 
the true meridian. 

The Burt solar compass 
consists mainly of three arcs 
of circles, by which can be 
set off the latitude of a 
place, the declination of the 
sun, and the hour of the day. 
Through the centre of the 
hour arc passes a hollow 
socket, containing the spindle 
of the declination arc This 
is termed the polar axis. 
When this axis is parallel to 
the axis of the earth, the 
vertical plane of the terres- 
trial line of sight, as defined 
by the slits in the vertical 

sights of the compass, coin- p. gg^ 

cides with the meridian. 

Fig. 38 represents the solar apparatus placed upon the crosa-bar 
of the transit-theodolite. The form represented was patented by 
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Messrs. W. & L. E. Gurley, of Troy. The following is the manu- 
facturers' description of this attachment : — A small circular disc, 
li inch in diameter, with a short round pivot projecting above 
its upper surface, is first firmly screwed to the telescope axis. 
Upon this pivot rests the enlarged base of the polar axis, which 
is also firmly connected with the disc by four capstan head 
screws passing from the under side of the disc into the enlarged 
base. These screws serve to adjust the polar axis. 

The hour circle surrounding the base of the polar axis is 
easily movable about it, and can be fastened at any point desired 
by two flat-headed screws above. It is divided to 6 minutes of 
time. It is figured from I. to XII., and is read by a small 
index fixed to the declination circle moving with it. A hollow 
socket, fitting closely to the polar axis, moves upon it, and may 
be clamped at any point desired by a milled-head screw on top. 
By its two expanded arms below, this furnishes a firm support 
for the declination arc, which is securely fastened to it by two 
large screws. 

The declination arc is about 5 inches in radius. It is divided 
to quarter-degrees, and reads by its vernier to single minutes of 
arc, the divisions of both vernier and limb being in the same 
plane. At each end of the declination arm is a rectangular 
block of brass, in which is set a small convex lens, having its 
focus on the sur&ce of a small silver plate fastened by screws to 
the inside of the opposite block. On the surface of the plate, 
two sets of lines are marked intersecting each other at right 
angles. The two sets are termed the hour lines and the equa- 
torial lines, as having reference respectively to the hour of the day 
and the position of the sun in relation to the equator. The declina- 
tion arm is also provided with a clamp and tangent movement. 

The Latitude is set off by means of a large vertical limb, below 
the telescope, having a radius of 2^ inches. The arc is divided 
to 30 minutes, and is figured from the centre each way in two 
rows, from 0"* to 80°, and from 90° to 10°, the former series being 
intended for reading vertical angles, the latter for setting off the 
latitude. It is read by its vernier to single minutes. It has a 
clamp screw inserted near its centre, by which it can be clamped 
to the telescope axis in any desired position. The vernier of the 
vertical limb is made movable by the tangent screw, attached so 
that its zero is readily made to coincide with that of the limb 
when the arc is clamped to the axis in adjusting the limb to the 
level of the telescope. 

A spirit-level on the under side of the telescope, provided 
with a scale, is indispensable in the use of the solar attachment. 

When the telescope is made horizontal by its spirit-level, the 
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hour-circle will be in the plane of the horizon, the polar axis will 
point to the zenith, and the zeros of the vertical arc and its vernier 
will coincide. In this position of the instrument, if the arm c^ 
the declination arc is placed at zero, and one lens directed to the 
sun, its image will be seen between the lines on the silver plate 
of the opposite block, and will indicate its position in the heavens, 
on an instrument placed at the North Pole of the earth at the 
time of the equinoxes, or when the equator is in the plane of the 
horizon. If the telescope is inclined, as shown in Fig. 37, the 
polar axis will descend from the direction of the zenith. The 
angle through which it moves, being laid off on the vertical arc, 
and shown by its vernier to be (say) 40°, will be the co-latitude 
of the place where the instrument is supposed to be used. The 
latitude itself is found by subtracting 40° from 90°, making it 
50°. Now, if the declination arm remains at zero, and the lens is 
again directed to the sun, its image will appear on the opposite 
plate as before, the instrument being used at the time of the 
equinoxes at a latitude of 50°. When, however, the sun passes 
above or below the celestial equator, its declination or angular 
distance from it, as given in the NatUical Almanackf can be 
allowed for and set off upon the arc, and the image brought into 
position as before. 

In order to do this, it is necessary that the latitude and 
declination be correctly set off upon their respective arcs, and 
that the instrument be moved in azimuth until the polar axis 
points to the pole of the heavens, or, in other words, is placed in 
the plane of the meridian. Thus the position of the sun's image 
will not only indicate the latitude of the place, the declination 
of the sun for the given hour, and the apparent time, but also 
determine the meridian line passing through the place where the 
observation is made. 

The latitude of a place — that is, its distance north or south ot 
the equator, measured on a meridian — ^may be found by means 
of the solar attachment in the following manner : — First carefully 
level the instrument by means of the spirit-level of the telescope. 
Next clamp the vertical arc, and, by means of the tangent screw, 
make its zero and that of the vernier exactly coincide. Then, 
having the declination of the sun for 12 o'clock of the given day 
as affected by refraction carefully set out upon the declination 
arc, note also the equation of time. The sun is sometimes &ster 
and sometimes slower than a clock adjusted to mean time, the 
difference being termed the equation of time. Fifteen or twenty 
minutes before noon, the telescope is directed to the north, 
and the object end lowered until, by moving the instrument on 
its spindle and the declination arc from side to side, the sun's 
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image is brought nearly into position between the equatorial 
lines. Then bring the declination arc directly in line with the tele- 
scope, clamp the axis firmly, and with the tangent screw bring the 
image precisely between the lines, and keep it there with the 
tangent screw, raising it as long as it runs below the equatorial 
line — that is, as long as the sun continues to rise in the heavens. 

When the sun reaches the meridian, the image will remain 
stationary for an instant. The instant is, of course, apparent 
noon when the index of the hour-arc should indicate XII. The 
latitude is determined by reading the vertical arc. 

The angle through which the polar axis has moved, being 
measured from the zenith and not from the horizon, the angle 
read on the vertical limb is the complement of the latitude. The 
latitude may, however, be read direct from the inner row of 
figures on the arc, beginning with 90 at the centre and running 
to 10 on either side. 

A very important addition to the solar attachment, patented 
by Messrs. W. & L. E. Gurley, is shown in the figure. It is 
an arrangement for recovering the latitude of a solar transit- . 
theodolite without referring to the vertical arc, and generally for 
setting the telescope at any desired angle in setting-out inclines. 
It consists of a spirit-level, connected by a short conical socket 
with the end of the telescope axis, to which it is clamped by a 
milled-head screw, and made adjustable by a screw and spring 
on opposite sides of the enlarged end of the level-tube. When 
the milled-head screw at the telescope axis is released, the level 
turns vertically upon the axis, and can thus be set at any angle 
•with the telescope. 

The latitude being set off upon the vertical arc, as usual, the 
level is clamped, and centred. The telescope may then be 
released and used in running lines, until it is desired to recover 
the latitude again. This is accurately done with the spirit-level 
alone without referring to the vertical arc. 

The declination of the sun given in the J^autical Ahrvawxck 
from year to year is calculated for apparent noon at Greenwich. 
To determime it for any other hour at any other place, reference 
must be made not only to the difference of time arising from the 
longitude, but also to the change of declination from day to day. 
Thus, supposing that the observations are being made at a place 
eight hours west of Greenwich, the declination given in the 
almanack for Greenwich noon of any day, will correspond to 
the declination at the place in question at 4 o'clock a.m., of the 
same date. To this must be added algebraically the hourly change 
in the declination, also given in the almanack. A table may thus 
be prepared giving the declination for each hour of the day. 
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CHAPTER IX. 

Tbaveesing Undebgbound. 

Use of the Theodolite in the Mine. — In making a snrface- 
survey with the theodolite, one line may be measured, from which 
all the other distances may be calculated by making them sides 
of a series of imaginary triangles, the angles of which are deter- 
mined. This method obviously cannot be employed in the 
narrow workings of a mine, and consequently recourse must 
always be had to the method of traversing. A traverse is a 
series of consecutive drafts, of which the lengths and bearings 
or azimuths are determined. When the miner's dial is used, 
the bearing of each course is determined by the needle inde- 
pendently of that of the preceding course. When the theodolite 
is used, the readings taken are the angles contained by each 
successive line and the preceding one. 

When the station representing the angular point is marked 
on the roof of the level, the theodolite must be so placed that 
the centre of its horizontal circle is exactly perpendicular below 
that point. The accuracy of the survey depends to a very great 
extent upon the manner in which this operation is performed. 

When the angular points are to be permanently marked, brass or 
iron hooks (Fig. 39) may advantageously be used. The station- 
point is marked by a hole in the hook, through which 
a plumb-line may be passed. The hooks are driven 
into the timbering of the roof, or with hard rock or 
masonry into wooden pegs driven into holes previ- 
ously drilled for the purpose. For centering, a 
plummet is employed, the point of which coincides 
with the axis of the line. When the plummet is 
steady, and its point is directly above the centre of 
the horizontal circle, the instrument is centered. A 
mark should be made on the spirit-level, or on the 
telescope, to indicate the position of the centre of 
the horizontal circle. In order to ascertain whether 
this mark is accurately in the axis of rotation of pig 39 
the theodolite, the instrument, having been care- 
fully levelled, is rotated under the plummet. If the mark is in 
the vertical axis of the theodolite, it will retain the same position 
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under the point of the plummet during the rotation. If not, it 
will describe a circle, the centre of which is the true point to be 
used for centering. 

If the workings of the mine are so low that a tripod-stand 
cannot be used, recourse must be had to an iron arm screwed 
into the timbering or into a vertical prop, or to a thick board 
firmly fixed horizontally across the level, as a support for the 
instrument. A new theodolite stand, intended to replace the 
ordinary tripod, was shown at the Budapest Exhibition in 
1886. It is the invention of Professor Chrismdr of the 
Schemnitz School of Mines. It consists of a support fixed across 
the level at such a height that the mine trucks can pass under- 
neath it. A survey can thus be made without interfering with 
the ordinary work of the mine. The instrument consists of two 
hollow wrought-iron pipes, one sliding within the other, in such a 
way that the length may rapidly be increased or decreased. By 
means of a steel wedge working in a screw, the stand may be 
forced against the side timbers of the level with a pressure of as 
much as 800 lbs. without any part of the construction being 
injured. The stand is prevented from rotating by providing it 
at one end with three steel points. These stands can be used 
from 35 inches up to 5 feet, and, with the lengthening bar sup- 
plied, up to 6 feet 9 inches in width. The total weight of the 
apparatus is 16 lbs. The plate for the reception of the theodolite 
is connected by a spindle with the outer iron pipe. This stand 
has been adopted in the surveys of several of the Hungarian 
mines with coLiderable success. 

In using the theodolite underground, care must be taken to 
avoid, as far as possible, short lines of sight. In the mine, the 
cross-wires may be made to coincide with the object, and the 
verniers may be read by artificial light, with the same precision 
as at the surface. The unfavourable atmospheric conditions^ 
which so often interfere with the accuracy of surveys at the sur- 
face, are not encountered underground. It cannot of course 
be denied that, in subterranean excavations, difficulties have to 
be overcome which never occur at the surface. For example, 
great difficulties are met with in surveying with the theodolite 
in very confined spaces, and particularly in shafts. 

For long station-lines, a candle-fiame is the best object to sight, 
care being taken to shield it from draughts. With station-lines 
less than 30 fathoms in length, it is advisable to sight a plumb- 
line suspended from the angular point. This is distinctly seen 
as a black line on a white ground, if a sheet of paper dipped in 
oil is held behind it, and illuminated from behind by the flame of 
a candle or lamp. A sheet of paper rendered transparent in this 
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"Way is visible at a much greater distance than a sheet simply 
illuminated from the front side. When the air of the mine is 
quite clear, a plumb-line can be sighted in this way at a distance 
of 180 yards. Care must be taken that the paper is not held in 
front of the plumb-line and the light behind, as, in this case, the 
telescope will be directed not to the plumb-line, but to its shade w, 
which also appears as a black line upon a white ground. 

Weissbach advocated the use of a plummet-lamp, the flame of 
which is accurately centered under the angular point. His lamp 
has, however, not been adopted to any great extent, as it is 
found to oscillate even with a moderate air-current. In collieries, 
a safety-lamp suspended in the same way may be advantageously 
used. A contrivance for turning the lamp on its longitudinal 
axis must be provided, in case one of the rods outside the glass 
cylinder obscures the flame. The flame of a safety-lamp burns 
very uniformly, and is a very good object to sight. The lamp> 
too, hangs very steadily on account of its weight. 

In the anthracite mines of Pennsylvania, a plummet-lamp is 
used in underground surveying. It consists of a brass lamp, 
suspended by two chains, and terminated below in a conical 
plummet. It is provided with a so-called compensating ring^ 
that is, an equatorial ring, surrounding and supporting the lamp, 
which swings freely within it upon an axis. The two chains are 
attached to this ring at the extremities of a diameter perpen- 
dicular to the axis. Thus, the point of suspension, the centre of 
the lamp-flame, and the steel point of the plummet always lie in a 
true vertical line, no matter how much the brass chains may alter 
in length from the heating of the lamp or the wearing of the links*. 
A shield at the top prevents the flame from burning the string. 
These lamps are used in pairs for back and forward observations. 

The safety-lamp may be supported on a truly horizontal tripod- 
rest, in which case it is advisable to use three tripods, a central 
one carrying the theodolite, and two others carrying safety-lamps 
in brass cups for back- and fore- sight respectively. Mr. W. F. 
Howard advocates the adoption of coloured glasses, red and 
green, for the object-lamps. Additional certainty is thus aflbrded 
from the impossibility of mistaking other mining lights for the 
object. For the same reason, H Huebner'^ employs a plummet* 
lamp with a red glass. 

In reading the graduations of the theodolite, a copper or brass 
lamp should be used. The metal should be tested as to its free- 
dom from magnetic substances. An oil lamp will be found more 
agreeable to use than a candle. In fiery collieries, a small copper 

• Preu88, Zeitschr,, vol. xxxii, p. S09, 1884. 
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or brass safety-lamp must be used. Unfortunately, all safety- 
lamps give a poorer light than the open lamp or candle, and their 
construction will not permit of the flame being brought near the 
compass graduation and the verniers. A method of increasing 
the illuminating power of safety-lamps, suggested by Mr. 
Przyborski,* a Hungarian mine-surveyor, appears, therefore, to 
merit attention. To one of the rods guarding the gauze exter- 
nally, a powerful condensing lens is fastened by means of a double- 
jointed arm. The lens can thus be brought into any position 
that may be desired. Safety-lamps modified in this way have 
been used for some time in the surveys of the E^sicza collieries 
in Hungary, with great success. Mr. E. R Ooxef in Penn- 
sylvania has constructed a plummet-Mueseler safety-lamp for 
surveys in fiery mines. 

The electric light has been successfully applied to surveying 
purposes by Professor Ohrismdr,J who, in his theodolite-surveys 
of the Schemnitz mines, uses incandescent lamps as objects 
to be sighted, and a smaller incandescent lamp for reading the 
verniers. The electric current is obtained from an accumulator. 
When the theodolite is used underground, it is necessary to 
illuminate the cross-wires. This is best done by reflecting light 
into the telescope through the object-glass, in such a way that 
the object can, at the same time, be sighted without hindrance. 
Por this purpose, a ring is fitted on to the object-end of the 
telescope. To the ring is fixed at an angle of 45* a piece of 
brass, silver-plated on the under side, with an elliptical hole in 
the centre. The optical axis of the telescope thus passes approxi- 
mately through the centre of the hole in the reflector. Two 

forms of reflector are shown in Fig. 40. 
In one case there is an elliptical hole, in 
the other there is a small ellipse of metaL 
A light held near the reflecting surface 
Fig. 40. illuminates the cross-wires. Satisfactory 

results can be obtained when the reflector 
is made of white cardboard. For illuminating the cross-wires 
very little light is required. The elliptical hole of the one 
reflector must therefore not be too small, nor the small ellipse 
of the other too large. In the theodolites made by Messrs. 
Troughton and Simms, the cross-wires are illuminated by means 
of a hole drilled in the supports, and a small mirror placed at an 
angle of 45% in the axis of the telescope. The light is held near 
the supports, instead of near the object-glass. 

* Berg, H. Ztg., vol. xllii., p. 49, 1884. 
+ Trans, Amer. Inst. M.E., vol. iii., p. 39, 
X Oesterr, Ztschr., 1886, p. 395. 
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Shades of white note-paper should be fixed to the vernier- 
microscopes of the theodolite, and the light should be allowed 
to fall on the back of them. In this way, the vernier can be 
read underground with great precision. In some theodolites, 
ground glass or ivory reflectors are placed above the verniers. 
They are useful, not only in the mine, but at the surface on a 
bright day when there is a difficulty in reading the vernier 
owing to the glare of the silver surface. 

The following is an example of the survey of a closed polygon 
with the theodolite : — 



Ho. of Line. 


Horisontal 
Angles. 


Meridian 
Angles. 


Measured 
Distance. 


Mag. mer. . . 


0^*00' 


or Off 


Links. 

• • . 


1 off mag. mer. 


121° 27' 


12r 27' 


1091 


2 off 1 . . . 


97" 36' 


39" 03' 


252 


3 off 2 . . . 


209'' or 


68" 04' 


196 


4 off 3 . . . 


159" 40' 


47" 44' 


634 


5 off 4 . . . 


195" 32' 


63" 16' 


384 


6 off 5 . . . 


86" 31' 


328" 47' 


336 


7off6 . . . 


152» 07' 


300" 64' 


1065 


8off7 . . . 


103" 34' 


224" 28' 


771 


9 off 8 . . . 


104' 03' 


148" 31' 


164 


10 off 9 . . . 


262** 58' 


231" 29' 


606 


1 off 10 . . . 


69" 68' 


12r 27' 


proof line. 



In traversing underground, the theodolite is set up at a 
station, B, and after levelling, and clamping the plates, the 
magnetic meridian is observed. The telescope is then directed 
to a line suspended down the shaft at A. The vernier-plate is 
then released, and the telescope directed to the forward station 
at 0. The first angle is entered in the survey-book as 0" 00', 
with the length of the line A B in the distance column. The 
angle indicated by the verniers is read, and noted in the column 
for horizontal angles. The distance, B 0, is then measured, and 
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noted with any remarks that may be necessary. Then, remove 
the instrument to 0, level, clamp the vernier-plate at zero, and 
direct the telescope to the back station, B. Release the vernier- 
plate, and direct the telescope to station D. Bead the angle, 
and note it, while D is being measured. After reading the 
horizontal angles, the vertical angles are read if required, and 
noted as angles of elevation or depression. Proceeding in this 
way, the conclusion of the survey is arrived at. 

Before^this traverse can be laid down upon paper, the hori- 
zontal angles must be reduced to angles from the first line (in 
this case the magnetic meridian) as meridian for the whc4e. The 
rule for reducing the horizontal angles to plotting angles from 
one meridian is as follows : — Hule : To the first meridian angle 
add the next observed horizontal angle. If the sum exceeds 
180°, deduct that amount from it. The remainder will be the 
second meridian angle. To this, add the next observed angle 
and proceed as before. When the sum of the meridian angle and 
the next observed angle is less than 180°, it must be increased 
by 180°. If, after deducting 180°, the remainder exceeds 360°, 
it must be diminished by that amount, to give the required 
meridian angle. 

In the example given, the angles would be reduced to one 
meridian in the following manner : — 

Meridian 0° 00' + 1st angle 121° 27' = 121° 27' = No. I mer. angle 
No. I meridian angle 121° 27' +2nd angle 97° 36'=219° 03'- 

219° 03' - 180° 00' => 39° 03'= No. 2- 

(39° 03' + 209° 01') - 180° = 68° 04'= No. 3 

(68° 04' + 159° 40') - 180° = 47° 44'= No. 4 

(47° 44' + 195° 32') - 180° = 63° 16'= No. 5 

(63° 16' + 85° 31') + 180° =328° 47'= No. 8 

(328° 47' + 152° 07') - 180° =300° 54' = No. 7 

(300° 64' + 103° 34') - 180° =224° 28'= No. 8 

(224° 28' + 104° 03') - 180° = 148° 31' = No. 9 

(148° 31' + 262° 58') - 180° =231° 29' = No. 10 

(231° 29' + 69° 58') - 180° = 121° 27' = Proof 

In working a closed traverse, it is best when possible to keep 
the survey on the left hand. The angles thus recorded being 
the interior angles of the polygon, a means is afibrded of testing 
the accuracy of the survey, as the interior angles of the polygon 
together with four right angles should be equal to twice as many 
right angles as the figure has sides. 

The interior angles of a traverse may be found from the bear- 
ings or courses by the following rules : — 
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1. When the two lines lie in the first and second quadrants, 
N.-E. and S.-E., or in the third and fourth quadrants, S.-W. and 
N.-W., their sum is the interior angle. 

2. When the two lines lie in the first and third quadrants, 
N.-E. and S.-W., or in the second and fourth quadrants, S.-E. 
and N.-W., their difference is the interior angle. 

3. When the two lines lie in the second and third quadrants, 
S.-E. and S.-W., or in the first and fourth quadrants, N.-E. and 
N.-W., their sum deducted from 180** is the interior angle. 

4. When the two U^M^ lie both in the same quadrant, their 
difference added to 180° is the interior angle. 

For example, — Let line 1 bear N. 63"* 16' E., and Hne 2 bear 
S. 59° 06' E., then the angle between the two bearings is 

63° 16' + 59° 06' = 122° 22'. 

There is another method of measuring angles well adapted for 
use in mines. It is, however, only practicable with a transit- 
theodolite. The mode of procedure is as follows : — Clamp the 
vernier-plate at 0° 00', unclamp the vertical axis ; direct the tele- 
scope to the back object, and direct the line of coUimation exactly 
towards the object by the tangent screw of the vertical axis. 
Revolve the telescope vertically. Unclamp the vernier-plate; 
direct the telescope to the forward object; damp the vernier- 
plate, and direct the line of coUimation exactly towards the 
object by the tangent screw of the vernier-plate. Angles where 
the vernier has moved in the direction of the graduation are 
minus, or to be subtracted. When the vernier has moved in the 
opposite direction, the angles are plus, or to be added. 

This is the method of surveying adopted in the anthracite 
mines of Pennsylvania. Mr. E. B. Ooxe* works with the transit- 
theodolite and plummet-lamps, with a single assistant, in the 
following manner: — He first selects the stations, marking the 
places where spuds, or nails with a hole in the head, are to be 
driven into the timbers. This is done before any instrumental 
work is begun, as much labour can be spared, and very short 
sights can often be avoided. When the stations have been 
marked out, he goes to station 2 with the transit-theodolite, and 
by means of the plumb-bob belonging to the instrument centres 
his instrument exactly under the spud. His assistant in the 
meantime takes the two plummet-lamps, suspends one from spud 
No. 1, and the other from spud No. 3, and then comes back to 
hold the light while the final adjustments are made and the 
readings taken. Mr. Coxe sets the vernier at zero, and sights 
back to lamp No. 1. He then reads the compass-needle, inverts 

* Trans, Amer, Inst, Min, Eng,, vol. L, p. 375 ; vol. ii., p. 219. 
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the telescope, and sights the lamp at station 3. Having read 
the two verniers and the needle, he turns the telescope back, 
sights No. 1, and turns the vernier-plate round nearly ISC until 
he sights No. 3, when he again reads the two verniers. Thus he 
obtains four readings of the defection from the verniers, and a 
compass reading as a check. If the readings are concordant, he is 
sure that there is no mistake, and proceeds with the instrument 
to No. 3. In the meantime the assistant brings the plummet-lamp 
from No. 1 to No. 2, and then takes the lamp from No. 3 to 
No. 4. The distances aYe measured with a 500-foot steel band. 

A survey made by Mr. Coxe, in the anthracite coal region of 
Pennsylvania, of a closed polygon with a periphery of 6660*19 
feet gave the following results : — 
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Comparison of the Theodolite and Compass. — On account of the 
great cost of mining works, the surveys for determining the 
direction, in which levels or tunnels are to be set out, are of such 
importance that the greatest possible accuracy is demanded. 
For this reason, the mine-surveyor ought to employ the instru- 
ments and methods that will give the most accurate results, and 
to use less perfect instruments only for unimportant or prelimi- 
nary surveys. The compass is an imperfect instrument of this 
kind. It is of great value in certain cases, especially for filling 
in details. When, however, it is used for large and important 
surveys, there is always a danger of meeting with great inaccu- 
racies. The daily variation of the declination of the needle is 
nearly 10 minutes. Disregarding the occasional irregular per- 
turbations of the needle, it is obvious that errors of 10 minutes 
or more may occur in the period between 8 a.m. and 1 p.m., when 
the declination of the needle passes from its minii^um to its 
maximum. With a radius of 100, the chord of 10' is 0*29. 
Therefore, from the change in the direction of the needle, there 
will be in a length of 100 fathoms a lateral displacement of nearly 
three-tenths of a fathom. 

The uncertainty of the readings of the compass is also a dis- 
advantage. With compasses of the ordinary size, the needle 
cannot be read more accurately than to one-fifth of a degree. 
Thus, errors of one-tenth of a degree, or 6 minutes, are unavoid- 
able. In a length of 100 fathoms, this error in the bearing gives 
a lateral error of 0*174 fathom. 

Magnetic storms and the influence of ferriferous rock masses 
in the neighbourhood may give rise to considerable error, often 
difficult to detect while the survey is in progress. 

With the theodolite very different results are obtained. With 
a 6-inch instrument, the horizontal angle, even without repeat- 
ing, may be determined accurately to 30 seconds. The chord of 
this angle being 0*000145, in a length of 100 fathoms, the 
lateral error will not exceed 0*0145 fathom. The accuracy of 
the theodolite is thus 30 times as great as that of the compass. 

The repetition of the angles not only ensures great accuracy, 
but is also a valuable check on the results. If, for example, an 
angle has been repeated four times, and if the second, third, and 
fourth observations give results closely approaching the result of 
the first observation multiplied by two, three, and four respec- 
tively, it is evident there can have been no serious error. With 
the compass, on the other hand, when a bearing is read repeatedly^ 
the conditions remain the same, and it is quite possible to have 
exactly the same error each time. 

In reading a bearing with the compass^ the instrument must 
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remain unmoved. The surveyor is therefore compelled to put 
his eye, his head, and sometimes his whole body into a particular 
position with reference to the instrument. With the theodolite, 
however, there is no necessity for such inconvenience, as the 
horizontal circle may be turned to any required position, without 
changing the angle indicated by the vernier. The results are 
therefore read with far greater precision. 

The disadvantages of the compass pointed out in this compari- 
son are not presented by the vernier form of that instrument. 
The modern vernier-compass or circumferenter is practically a 
theodolite, from its compactness and simplicity specially adapted 
to underground surveying. 

The theodolite of the usual size has the disadvantage of 
want of portability, its weight being a great drawback to its 
use underground. The telescope, too, cannot be used in mines 
when the air is bad &om powder-smoke. 
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CHAPTER X. 

SUEPACE-SUEVEYS WITH THE THEODOLITE. 

Triangolation. — The surface-survey of a mine royalty may be 
made with almost any degree of accuracy that may be required 
by having recourse to a system of triangulation. A base-line is 
measured with great accuracy, and, from its ends, angles are 
taken to distant stations. The instrument is placed at each of 
these new stati^ons, and angles taken to other stations. In this 
way, the ground is covered with a network of imaginary tri- 
angles, all the angles of which have been measured. The length 
of the base-line being known, the lengths of the sides of the 
triangles may be calculated trigonometrically. 

The first operation is the measurement of the base-line, a pro 
ceeding requiring careful attention, as any errors will be multi- 
plied in proportion to the extent of the survey. The base-line 
should be measured upon a level piece of ground, and from both 
of its ends the principal objects in the surrounding country 
should be visible. The length of the base-line should be in 
proportion to the extent of the survey. For mine-surveying 
purposes, a base-line need never be longer than 300 fathoms. 

The last triangle of the system should be selected in such a 
way that one of its sides may be measured. This line is called 
the base of verification. One base-line can then be calculated 
from the other, and the calculated and measured results compared. 
In this way the accuracy of the survey may be tested. 

The ends of the base-line should be marked by means of some 
permanent object, such as a large stone sunk in the ground, or a 
pile driven deep and concealed from casual observation. In the 
level surface of the stone, a hole about 3 inches in depth should 
be bored to mark the exact end of the line, and to serve for the 
reception of a signal pole. Permanently marked in this way, 
stations could be readily found at a future period. 

The triangles should be as nearly equilateral as possible. 
Special care must be taken to avoid ill-conditioned triangles, that 
is, triangles with any angle less than 30° or more than 150°, as a 
point is not definitely defined if the lines fixing it meet at a 

8 ' 
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very obtuse or very acute angle. The triangular points may bo 
marked by means of wooden pickets, 1 foot long and 4 inches 
thick, driven into the ground. In these, holes should be bored 
to a depth of 4 inches for the reception of the signal poles. 

In measuring the angles, the telescope is first directed to the 
left-hand object and then to the right-hand one, so that the 
verniers move in the direction in which the horizontal circle is 
graduated. If the telescope is directed to the right-hand object 
first, the angle read must be subtracted from SGO"" in order to 
give the interior angle required. 

The three angles of each triangle should be measured, so that 
the accuracy of the operations may be checked, by adding them 
together, when they should amount to 180^ In the case of the 
great triangles occurring in geodetic-surveys, the total exceeds 
180**. The so-called spherical excess is due to the fact that the 
triangle is spherical on account of the curvature of the earth. 
Small errors made in measuring the angles may be corrected by 
adding to, or subtracting from, each angle one-third of the total 
error. 

It sometimes happens that the level ground is of limited 

extent, and not suited for the measurement 
of the whole of a base-line. In such a 
case the base-line is prolonged by ranging 
lines in continuation of it, at one or both 
ends, until a suitable length is obtained. 
The lengths of the additional lines are cal- 
culated from angular measurements, as 
follows : — 

When the measured base, A B (Fig. 41), 
can be conveniently extended in one direc- 

Fiff. 41, *^^^ o^ly> towards H, select a lateral station 

point, 0, so that the resulting triangles, 
ABO and B E, shall be well-conditioned, and if possible nearly 
equilateral. Measure all the angles of these two triangles, and 
calculate the length of the side B 0. Then choose a point E 
in the line ranged in continuation of A B, and by means of the 
side B and the angles E B, B E, calculate the length of B E. 
Check the result by selecting another lateral station, D, on the 
opposite side of the base-line, and by solving the triangles, 
A B D, D B E. The length of the line B E is thus calculated 
from independent data. E H represents a farther prolongation 
of the base-line, and F and G the lateral stations, which form 
the triangles, by means of which its length is calculated. 

A comparatively short base-line may be connected with the 
sides of large triangles, without prolonging it and without 
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introducing ill-conditioned triangles, by continually increasing 

the sides of the triangle, as shown in 

Fig. 42. A B is the measured base-line, 

and and D are the nearest stations. 

In the triangles ABO, ABD, all the 

angles and the side A B being known, 

the other sides can be readily calculated. 

Then in each of the triangles D A and 

D B 0, two sides and the included angle -pia, 42, 

being known, the length DO may be 

calculated in a variety of different ways which will check each 

other. Taking D as a base-line, choose a pair of stations, £ 

and F, at opposite sides of the base, and as far from each other 

as is consistent with making O D F and ODE well-conditioned 

triangles. Proceed as before to calculate the distance EF. 

This will probably be sufficiently long to serve as the side of a 

pair of triangles. If not, continue the process until a distance 

sufficiently long is obtained. 

The triangulation-survey of a mine royalty is based on the 
same principles, operations, and methods as are adopted on the 
trigonometrical surveys of countries. In such surveys, the 
spheroidal form of the earth's surface has to be taken into 
account, and the amount of accuracy required is much greater 
than that required for any ordinary topographical survey. Thus^ 
on the Ordnance Survey of the United Kingdom, the average 
length of the sides of the Primary Triangulation was 35 miles ;. 
the longest side was 111 miles. The angles were measured with 
four large theodolites, two 3 feet in diameter, one 2 feet, and one 
18 inches. With the exception of the theodolite 2 feet in 
diameter, these instruments were constructed by Kamsden at 
the commencement of the trigonometrical operations in England 
in 1798. They are now exhibited in the South Kensington 
Museum, and are still in perfect condition. 

In order to show how accurately the main triangulation waa 
conducted, it may be mentioned that in 182^ a base-line was 
measured at Lough Foyle, in the north of Ireland, by means of 
General Oolby's compensated bars, and in 1849 the old base-line 
on Salisbury Plain was remeasured with the same apparatus. 
The length of the Salisbury Plain base was 6*97 miles, and that 
of the Lough Foyle base 7*89 miles. The length of the latter 
base was calculated by a triangulation carried from the Salisbury 
Plain base, and the difference between the calculated and 
measured length of the Lough Foyle base was only 5 inches. 

By means of secondary triangulation, the long sides of the 
principal triangulation were reduced to lengths of 5 miles. The 
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angles were measured with a 12-inch theodolite. The stations 
selected were, as far as possible, permanent objects such as 
church towers. 

The 5-mile sides of the secondary triangulation were reduced 
by means of the Parish triangulation to lengths of 1 mile, or 
less. In towns, the points were sometimes within as short a 
distance as 10 chains. The angles were measured with a 7-inch 
theodolite. Finally, the details were filled in by means of 
ordinary chain-surveying. 

Computing the Sides of the Triangles. — For the solution of the 
triangles when the base and the three angles are given, the 
ordinary sine ratio is employed — 



sin A 
a 



sin B 



sin 



when, if c represents the base, 



c sin A 

sin ' 

or, using logarithms, 

log a = log c + L. sin A - L. sin 0. 

The sine of an angle A is equal to 1 4- cosec A. Instead, 
therefore, of subtracting L. sin 0, L. cosec may be added ; the 
formula then is — 

log a = log c + L. sin A + L. cosec - 20. 

In the survey of the triangles shown in Fig. 43, the base-line 
o/was found on measuring to be 4009*5 links. The angles were 
as follows : — 




Fig. 43. 



I. fag 35° 12' 
a gf 104° 43' 

afg 40° 05' 

U. abg 52° 68' 

bag 67° 50' 

agb 59° 12' 

III. cbg 36° 47' 

bge 85° 49' 

beg 57° 24' 



IV. csrc 56° 42' 
ccflr85°03' 
ceflr3S°15' 
V. rfce57°20' 
ccd 53° or 
crfc 69° 39' 

VI. <!^/53°33' 
efg 84° 17' 
/c (7 42° 10' 
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The sides are calculated in the following manner : — 

To find side a ^ in Triangle I. 

o/: ag = sin agf: sin afg 

log a^ = log a/ + L. sin afg - L. sin agf. 

log 4009-5 = 3-6030902 

+ L. sin 40° 05' = 9-8088192 

- L. sin 104° 43^ » 99855135 



\ogag s 3-4263959 



ag ss 2669-3 links. 

If instead of subtracting the sine of the angle opposite to the 
given side, its cosecant is added, the result will be as follows : — 

log 4009-5 = 3*6030902 

+ L. sin 40° 05' s: 9*8088192 

+ L. cosec 104° 43' s 10*0144865 



lof^ag = 3*4263959 

To find Bide fg in Triangle I. 

^f'f9 = sina^/: sin/a^. 

log 4009*5 = 3*6030902 

+ L. sin 35° 12' = 9-7607483 

+ L. cosec 104° 43' » 10*0144865 



log/g = 3*3783250 

fg = 2389-6 

To find side a 6 in Triangle II. 

loga^ » 3-4263959 

+ L. sin 59° 12' = 9*9339729 

+ L. cosec 52° 58' » 10*0978419 



log a 6 = 3*4582107 

ab = 2872*2 
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To find side hg in Triangle II. 
loga^ = 3-4263959 

+ L. sin 67'' 50' = 9'9666533 

+ L. cosec 52° 58' = 10 0978419 

log 6^ = 3-4908911 

bg - 3096-7 

In the same way, the lengths of the other sides will be found 
to be as follows : — 

Triangle III. 
log 6 c = log 6^ + L. sin 85** 49' + L. cosec 57" 24' -20 

hc = 3666-0 links, 
log c^ = log 6^ + L. sin 36" 47' + L. cosec 57" 24'-20 

eg = 2201-0 links. 

Triangle lY. 
log c c = log c i7 + L. sm 56" 42' + L. cosec 38" 15' - 20 

c e =; 2971 '5 links, 
log c^ = log eg + L. sin 85" 03' + L. cosec 38" 15'-20 

eg = 3541-9 links. 

Triangle Y. 
log c ci = lo<r c c + L. sin 53" 01' + L. cosec 69" 39' - 20 

cd = 2531-7 links, 
log d e = log c 6 + L. sin 57" 20' + L. cosec 69" 39' - 20 

d6 = 2668-0 links. 

Triangle YI. 
log 6/ = log cp + L. sin 53" 33' + L. cosec 84" 17' -20 

ef = 2863-3 links. 

log fg = log ep + L. sin 42° 10' + L. cosec 84" 17' -20 

log eg = 3-5492413 

L. sin 42° 10' = 9 8269098 

L. cosec 84" 17' = 10-0021653 



log/<7 = 3-3783164 

fg = 2389-65 links, 
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a result practically the same as that obtained in the solution of 
triangle I. 

In some cases the two sides of a triangle and the angle con- 
tained between them may be known, and it is required to find 
the two other angles, and the third side. In this case, the sum 
of the two sides is to their difference, as the tangent of half the 
sum of the two unknown angles is to the tangent of half their 
difference. Half their difference thus found, added to half their 
Bum will be the greater of the two angles required — ^that is, the 
angle opposite to the greater side. 

Interior Detail of the Triangulation.— The triangulation for a 
survey being completed, the fiUing-in of the interior detail pre- 
sents no difficulty. Roads, rivers, woods, &c., may be surveyed 
by traversing with the theodolite or with the dial. For filling in 
details, the prismatic compass is of great use. It is a hand 
instrument consisting of a glass-covered circular brass box, 2J 
inches in diameter, containing a graduated card or aluminiuiS 
ring, under or across which a mV^Tcneedle is fixed. The card 
or ring is divided to half or one-third of a degree. The needle 
and card are accurately balanced. Sights are attached to the 
rim of the box. The farther sight has a fine thread stretched 
along its opening in the direction of its length. The near sight 
has a small slit below which is a reflecting magnifying triangular 
prism, so placed that on looking through the slit the eye sees at 
the same time the vertical wire of the farther sight and the needle- 
reading, the divisions on the card appearing as a continuation of 
the wire. The graduation of the ring begins at the south end of 
the needle, and proceeds towards the right, round to 360°. In this 
way bearings are shown to the east of north. "With this instru- 
ment, when held in the hand, bearings may be read to within 30 
minutes to 2 degrees. The instrunient is thus suitable only for 
preliminary and unimportant work. Mounted on a stand, the 
Ltrument gives more satisfactory results. 

The plane table* is an instrument which may be advantageously 
used for filling in details where minute accuracy is not required. 
It consists of a drawing-board mounted on a portable tripod 
capable of being levelled, like the graduated limb of the theodo- 
lite. It must also have a free horizontal angular movement, and 
be provided with a clamp and tangent screw. The index on the 
board consists of a flat straight-edge, either with upright sights 
at its ends or with a telescope for determining the line of sight. 
The use of the plane table is similar to that of the theodolite. 
Instead, however, of reading off horizontal angles and afterwards 
plotting them on paper, the angles are at once laid down in the 
field on a sheet of paper strained on the top of the table. 

* Consult J. Pierce's paper on the economic ose of the plane table, Min, 
Proc, Inst, C.E., vol. xcii., 1888, p. 187. 
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Before the introduction of the theodolite, the plane table was 
largely used for mine-surveying in Sweden, where the magnetic 
nature of the iron ore deposits renders the compass useless for 
surveying purposes. 

American Minmg Claims. — Prospectors are usually without 
suitable instruments to lay off their claims on the surface with 
any degree of accuracy, and consequently the methods they em- 
ploy are generally very cruda Before the patent or title from the 
United States can be obtained, a very accurate survey of the 
claim must be made with the theodolite by a deputy of the 
United States Surveyor-General of Public Lands. These officers 
are known as the United States Deputy Mineral Surveyors, and 
are required to pass an examination. 

Mining claims are of different dimensions according to the 
local laws. The length is limited by the United States laws to 
1,500 feet in the direction, or along the strike, of the vein. The 
width varies in the different States ; it is usually 300 feet on 
each side of the middle of the vein at the surface. The end lines 
of the claims must be parallel, but the side lines need not be so. 
This prevents more than 1,500 feet of a vein being included in 
one claim. 

When mineral discoveries are made on surveyed land, the sur- 
veys must be so connected with the public survey that there will 
be no difficulty in finding some fixed point or comer of that 
survey. When discoveries are made on unsurveyed land, the 
survey must be connected with permanent natural objects, such 
as mountain peaks or rocks. 

It is frequently found that two or more claims conflict or over- 
lap. In such cases, priority of location determines the ownership 
of the area in dispute. In making the plan, the United States 
Deputy-Surveyors must deduct the area in conflict from the sub- 
sequent claim. When the survey for patent is completed, the 
claim must be marked by at least four stakes, one in each comer. 

According to the instructions issued to the United States 
Deputy Mineral Surveyors, all mineral surveys must be made with 
a transit-theodolite with solar attachment, or with some other 
instrument acting independently of the magnetic meridian. All 
courses must be referred to the true meridian. The magnetic 
declination must be noted at each comer of the survey. 

In case the claim is situated in a district where there are no 
comers of the public survey within 2 miles, the surveyor must 
establish a permanent mineral location monument. This should 
consist of a post 8 feet long and 6 inches square, set 3 feet in 
the ground, and protected by a well-built conical mound of stone, 
3 feet high and 6 feet in diameter at the base. All comers of 
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the claim must be established in a permanent manner, and the 
comer and survey number must be neatly chiselled on the 
sides facing the claim. In case the point for the comer is 
inaccessible, a witness-comer must be established as near as 
practicable to the true corner, with which it must be connected 
by course and distance. 

The claimant is required by law to show that 500 dollars' worth 
of labour has been expended upon the claim by himself. The sur- 
veyor must, therefore, give full details of all improvements made 
upon the claim. A' preliminary plan on a scale of 200 feet to an 
inch must be filed with the field-notes. With the notes, too, a 
report must be submitted stating in detail the observations and 
calculation for the establishment of the meridian from which the 
courses were deflected, in cases where the solar attachment was 
not used. If any of the lines of the survey were determined by 
triangulation or traverse, full details must be given of the 
calculations whereby the results reported in the field-notes 
were obtained. 

The field-notes must be prepared in conformity with the accom- 
panying specimen : — 

FIELD-NOTES* 

Op the Subyky of thb Claim of the "Argbntum Miniko Company'* 
UPON THE Silver Kinq and Gold Queen Lodes, and Silver 
King Mill Site, in Alpine Mining District, Lake County, 
Colorado. Surveyed by G. Liohtfoot, April 22 to 24, 1886. 

Survey No. 4226 A — Silver King Zorfc. —Begmning at comer No. 1, 
identical with comer No. 1 of the location. A spruce post, 6 feet lone 
4 inches square, set 2 feet in the ground, with a mound of stone marked 
(1)4225 A, whence the W. i corner Section 22, Township 11 S., Range 
81 W. of the 6th principal meridian, bears S. 79* 34' W., 1378-2 feet. 
Comer No. 1, Gottenburg lode (unsurveyed), bears S. 40** 29' W., 187*67 
feet. A pine, 12 inches in diameter, blazed and marked B. T. (bearing-tree) 
(1) 4225 A, bears S. T* 25' E., 22 feet. Mount Ouray bears N. ll** E. 
Hiawatha Peak bears N. 47° 45' W. 

Thence S. 24'' 46' W. (variation 15** 12' E.), 1242 feet to trail coursing 
N.-W. and S.-E., 1365-28 feet to comer No. 2. A granite stone, 25 by 9 by 
6 inches, set 18 inches in the ground, chiselled (2) 4225 A, whence comer 
No. 2 of the location bears S. 24^ 45' W. , 134*72 feet. Comer No. 1, survey 
No 2560, Camarvon lode, bears S. 3° 28' E., 116-6 feet. North end of 
bridge, over Columbine Creek, bears S. 65° 15' E., 650 feet. 

Thence N. 65° 15' W. (variation 15° 20' E.), 152 feet intersect Une 4-1, 
survey No. 2560, at N. 38° 52' W. , 231 -2 feet from comer No. 1. 300 feet 
to comer No. 3. A cross at comer point, and (3) 4225 A chiselled on a. 
granite rock in place, 20 by 14 by 6 feet above the general level, whence 

* For a copy of these notes, I am indebted to the kindness of Mr. O. Carstarphen, U.Sw 
Sarveyor-General, Colorado. 
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comer No. 3 of the location boars S. 24° 45' W., 134*72 feet. A spruce 
16 inches in diameter, blazed and marked B. T. (3) 4225 A, bears S. 58" W., 
18 feet. 

Thence N. 24" 45' E. (variation IS** 20' E.), 73*4 feet intersect line 4-1, 
survey No. 2560, at N. 38" 52' W., 396*4 feet from corner No. 1. 150 feet inter- 
eect line 6-7 of this survey. 237 feet to trail, coursing N.-W. and S.-E. 
1000*9 feet intersect line 2-3, Gottenburg lode, at N. 25^ 56' W, 76*26 feet 
from comer No. 2. 1365*28 feet to comer No. 4, identical with comer 
No. 4 of the location. A pine post, 4*5 feet long, 5 inches square, set 1 foot 
in the ground, with a mound of earth and stone, marked (4) 4225 A, whence 
a cross, chiselled on rock in place, marked B. iL (bearing rock) (4) 4225 A, 
bears N. 28" 10' E., 68-9 feet. 

Thence S. 65" 15' E. (variation 15" 12' E.), 28*5 feet intersect line 1-4, 
Gottenburg lode, at N. 25" 56' W., 285*13 feet from corner No. 1. 65 feet 
intersect hne 5-6 of this survey. 300 feet to comer No. 1, the place of 
"beginning. 

Oold Queen Lode, — Beginning at comer No. 5, a pine post, 5 feet long, 
5 inches square, set 2 feet in the ground, with mound of earth and stone, 
marked (5) 4225 A, whence corner No. 1, of this survey, bears S. 14" 54' E., 
370 16 feet. A pine, 18 inches in diameter, bears S. 33" 15' W., 51 feet, 
and a silver spruce, 13 inches in diameter, bears N. 60" W., 23 feet. Both 
are blazed and marked B. T. (5) 4225 A. 

Thence S. 24" 30' W. (variation 15" 14' E.), 285 feet intersect line 4-1 
of this survey. 315 feet intersect line 4-1, Gottenburg lode, at N. 25" 56' W., 
237*78 feet from comer No. 1. 688*3 feet intersect line 1-2, Gottenburg 
lode, at N. 64" 04' E., 12*23 feet from corner No. 2. 1438 feet to trail, 
coursing N.-W. and S.-E. 1500 feet to corner No. 6, a granite stone, 34 by 
14 by 6 inches, set 1 foot in the ground to bed-rock, with mound of stone, 
chiselled (6) 4225 A, whence a cross, chiselled on ledge of rock, marked 
B. R. (6) 4225 A, bears due north 12 feet. 

Thence N. 65" 30' W (variation 15" 20' E.), 70*3 feet intersect line 3-4 of 
this survey. 223*37 feet intersect line 4-1, survey No. 2560, at N. 38" 52' W. , 
567*28 feet from corner No. 1. 300 feet to corner No. 7, a cross at comer 
point, and (7) 4225 A chiselled on a granite boulder, 12 by 6 by 3 feet above 
ground, whence a cross chiselled on vertical face of cliffy marked B. B*. 
(7) 4225 A, bears N. 72" W., 56*2 feet. A pine, 14 inches in diameter, 
blazed and marked B. T. (7) 4225 A, bears N. 10" E., 39 feet. 

Thence N. 24° 30' E. (variation not determined on account of local attrac- 
tion), 38*43 feet intersect line 4-1, survey No. 2560, at N. 38" 52' W.. 
653 feet from corner No. 1. 165 feet to trail, coursing N.-W. and S.-E. 
1043*73 feet intersect line 2-3, Gottenburg lode, at N. 25" 56' W., 37906 feet 
from comer No. 2. 1432*90 feet intersect line 4-1, Gottenburg lode, at 
N. 25" 56' W., 626*94 feet from comer No. 1. 1500 feet to corner No. 8, 
a spmce post 6 feet long, 5 inches square, set 2*5 feet in the ground, with 
mound of stone, marked (8) 4225 A, whence a cross chiselled on rock in 
place, marked B. R. (8) 4225 A, bears S. 9" 12' E., 15*8 feet. A pine, 
20 inches in diameter, blazed and marked B. T. (8) 4225 A, bears N. 83" E., 
28-5 feet. 

Thence 8.65]* 30' E. (variation 15" 16' E.), 300 feet to comer No. 6, the 
place of beginning. 

^rca.— Total area of Silver King lode, 9*403 acres. Less area in conflict 
with survey No. 2560, 0*124 acre, and in conflict with (Jottenburg lode, 
1*^63 acre ; total 1 *487 acres. Net area of Silver King lode, 7*916 acres. 

Total area of Gold Queen lode, 10*331 acres. Area in conflict with other 
fiurveys, 4*022 acres, thus, with survey No. 2560, 0034 acre, with Gotten- 
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bnrglode, 2*679 acres, witli Silver King lode (exclusive of conflict of said 
Silver King lode with the Gottenburg lode), 1*309 acres. Net area of Gold 
Queen lode, 6*309 acres. 

The net area of the lode claim, including the Gold Queen lode and Silver 
King lode, is 14*225 acres. 

Survey No. 4225 B — Silver King MUl Site, — Be^ning at comer No. 1, 
a gneiss stone, 32 by 8 by 6 inches, set 2 feet in the ground, chiselled 
(1) 4225 B, whence W. i corner section 22, Township 118., Range 81 W. of 
the 6th principal meridian, bears N. 80** W., 1880 feet Corner No. 1, 




Fig. 44. 

survey No. 4225 A, bears N. 40° 44' W., 760*2 feet. A cotton-wood, 
18 inches in diameter, blazed and marked (1) 4225 B, bears S. 6"* 30' E., 
17 feet. 

Thence S. 34° E., 90 feet road to Wabasso, coursing N.-E. and S.-W. 
208 feet right bank of Columbine Creek, 75 feet wide, flowinjj S.-W. 
504*8 feet to comer No. 2, an iron bolt, 18 inches long, 1 inch in diameter. 
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set 1 foot in rock in place, chiselled (2) 4225 B, whence a cotton- wood, 
blazed and marked B. T. (2) 4225 B, bears due east, 182 feet. 

Thence S. 56** W., 351 feet left bank of Columbine Creek. 394*4 feet to 
comer No. 3, a point in bed of creek, unsuitable for the establishment of 
ft permanent comer. 

Thence N. 34° W., 15 feet right bank of Columbine Creek. 40 feet to 
witness comer No. 3, a pine post, 4 '5 feet lone, 5 inches in diameter, set 
1 foot in ground, with mound of stone, marked W. C. (3) 4552 B, whence 
a cotton-wood, 15 inches in diameter, bears N. 11° £., 16*5 feet, and a cotton- 
wood, 19 inches in diameter, bears N. 83° W., 23 feet; both blazed and 
marked B. T. W. C. (3) 4225 B. 370 feet road to Wabasso, coursing; N.-E. 
and S.-W. 647*2 feet to corner No. 4, a gneiss stone, 24 by 10 by 4 mches, 
set 18 inches in the ground, chiselled (4) 4225 B, whence a cross, chiselled 
on ledge of rock, marked B. R. (4) 4225 B, bears N. 85° 10' E., 26*4 feet. 

Thence N. 48° 43' E., 125*5 feet to comer No. 5, a gneiss stone, 30 by 8 
by 5 inches, set 2 feet in the ground, chiselled (5) 4225 B. 

Thence S. 34° E., 158*3 feet to comer No. 6, a pine post, 5 feet long, 
5 inches square, set 2 feet in the ground, with mound of earth and stone, 
marked (6) 4225 B, whence a pine, 12 inches in diameter, blazed and marked 
B. T. (6) 4225 B, bears S. 33° E., 63*5 feet. 

Thence N. 56° E., 270 feet to comer No. 1, the place of beginning. The 
variation at all the comers is 15° 20' E. The area of the mill site is 5 acres. 

Expenditure of Five Hundred Dollars. — The value of the labour and 
improvements upon this claim is not less than 500 dollars. The said 
improvements consist of: — 

The discovery shaft of the Silver King lode, 6 by 3 feet» 10 feet deep in 
earth and rock, which bears from corner No. 2, N. 6° 42' W., 287*6 feet. 
Value 80 dollars. An incline, 7 by 5 feet, 45 feet deep in coarse gravel and 
rock, timbered, course N. 58° 15' W., dip 62°, the mouth of which bears 
from comer No. 2, N. 15° 37' E., 908 feet. Value 550 dollars. The discovery 
shaft of the Gold Queen lode, 5 by 5 feet, 18 feet deep in rock, which bears 
from comer No. 7, N. 67° 39' E., 219*3 feet, at the bottom of which is 
a cross-cut, 6*5 by 4 feet, running N. 59° 26' W., 75 feet. Value of shaft 
and cross-cut 1000 dollars. A log shaft-house, 14 feet square, over the 
last-mentioned shaft, value 100 dollars. Two-thirds interest in an adit, 
6*5 by 5 feet, running due west 835 feet, timbered, the mouth of which 
bears from comer No. 2, N. 61° 15' E., 920 feet. This adit is in course of 
construction for the development of the Silver King and Gold Queen lodes 
of this claim, and survey No. 2560, Carnarvon lode. The remaining one- 
third interest has already been included in the estimate of 500 dollars 
expenditure upon the latter claim. Total value of adit, 13,000 dollars. A 
drift, 6*5 by 4 feet, on the Silver King lode, beginning at a point in the adit 
800 feet from the mouth, and running N. 20° 20' E., 195 feet; thence 
N. 54° 15' E, 40 feet to breast. Value 2,800 dollars. 

Other improvements consist of: — 

A log cabin, 35 by 28 feet, the S.-W. comer of which bears from comer 
No. 7, N. 30° 44' E., 496 feet. A dam, 4 feet high, 50 feet long, across 
Columbine Creek, the south end of which bears, from comer No. 2 of the 
mill-site, N. 58° 20' W., 240 feet. An adit, 6 by 4 feet, mnning N. 70° 50' W., 
100 feet, the mouth of which bears, from comer No. 5, S. 58° 12' W., 
323 feet. 

Instrument. — The survey was made with a Young & Sons* mountain 
transit-theodolite with solar attachment. The courses were deflected from 
the true meridian as determined by solar observations. The distances were 
measured with a 50-foot steel tape. 
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The first comer of the survey must be connected by course and 
distance with some comer of the survey of public lands of the 
United States, if the claim lies within 2 miles of such corner. 
The United States public lands include all the territory north of 
the Ohio River and west of the Mississippi River, not owned by 
individuals previous to the date of cession to the United States 
Government. All this territory has been laid out in rectangular 
tracts bounded by north and south, and east and west lines, each 
tract having a particular name. The reference lines consist of 
principal meridians and standard parallels. The former may be 
more than 100 miles apart. The standard parallels are 24 or 30 
miles apart. In setting-out these lines, each mile is marked by a 
stone, tree, or mound, and is called a section comer. Every sixth 
mile has a different mark, and is called a township comer. From 
each of these, auxiliary meridians are set-out north to the next 
standard parallel. The territory is thus divided into ranges, which 
are 6 miles wide and 24 miles long. Each range is numbered 
east and west from the principal meridian. The ranges, being 
cut by east and west lines joining the corresponding township 
comers on the meridian, are thus divided into toumships each 6 
miles square. Each township is divided into 36 squares called 
sections, by meridians 1 mile apart, and by east and west lines at 
the same distance from each other. The sections are divided 
into half-sections and quarter-sections. The law requires that all 
excesses or deficiencies, either from erroneous measurement or 
from the convergence of the meridians, shall, so far as possible, 
be thrown on the extreme tier of sections and half-sections con- 
tiguous to the north and west boundaries of townships. 
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CHAPTER XL 

Plotting the Survey, 

Scales. — Plotting a survey consists in representing on paper, 
to a smaller scale, the lines and angles determined on the ground. 
The operation of drawing lines, the length of which shall be some 
fraction of that of the lines measured on the ground, is called 
drawing to scale. 

A scale may be defined as an artificial means of representing 
any given dimensions. Thus, a fathom may be represented by a 
straight line 1 inch long; then 2 fathoms would be represented 
by a line of 2 inches, 3 J fathoms by 3 J inches, and so on. Three 
kinds of scales of equal parts may be distinguished — 1, simply 
divided scales ; 2, diagonal scales ; and 3, vernier scales. 

1. Simply divided scales consist of any extent of equal divisions, 
numbered 1, 2, 3, &c., beginning at the second division on the 
left hand. The first of these primary divisions is sub-divided 
into 10 equal parts, and from these sub-divisions the scale is 
named. Thus it is a scale of 30, when 30 of these secondary 
divisions are equal to 1 inch. If the primary divisions are taken 
as units, the secondary divisions will represent tenths. 

As an illustration of the method of constructing scales, let it 
be required to construct a scale of 3 chains to the inch, to exhibit 
18 chains. Draw a line 6 inches long, and divide it into 18 equal 
parts. These are the primary divisions, each of which represents 
one chain. Divide the first primary division into 10 equal parts; 
each of these secondary divisions will represent 10 links. Next 
draw a thicker line at a short distance below the first line, and 
draw vertical lines between them to indicate the divisions of the 
first lines. Place the zero at the line between the first and second 
primary divisions, and then, from left to right, place in succession 
the numbers 1, 2, 3, &c., at each primary division. Number the 
secondary divisions from the zero from right to left, 0*1, 0*2, 
3, &c. With this system of numbering, lengths are taken 
from the scale with greater facility. Thus, to take off 3 chains 
25 links from the scale described, one point of the dividers 
must be placed at the figure 3 on the scale, and the other point 
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extended back to a place midway between the second and third 
secondary divisions. 

In cases where fathoms and feet are required to be shown, tha 
first primary division is divided into 6 divisions representing 
feet. If the scale is to show feet and inches, the first primary 
division must be divided into 12 equal divisions, representing 
inches. 

A scale constructed in this way should be drawn upon every 
mine plan. Paper, when exposed to atmospheric influences, is 
found to expand or contract to a considerable extent. This is 
especially the case with new paper, or newly-mounted paper. 
The serious errors apt to arise from this cause are, to a large 
extent, obviated by making a scale on the paper as an accurate 
standard of measurement. This will expand and contract with 
the paper, and thus afibrd a valuable indication of the state of 
the paper. 

The scales usually employed for the plans of metalliferous 
mines are 4 or 8 fathoms to the inch, sometimes 5 or 10 fathoms. 
For colliery plans, scales of 2 or 3 chains to the inch, or of 25-34 
inches to the mile, are the most usual. 

In order to assist in giving a clearer idea of the relative pro- 
portions of the scales used, it is desirable that they should be 
expressed fractionally — that is to say, that they should be so 
named as to indicate the ratio the line drawn on the paper bears 
to the line measured on the ground. Thus, a scale of 2 fathoms 
to the inch is a scale of y|-j-, or, as it may also be written, 1 : 144, 
since 1 inch represents 2 fathoms, or 144 inches of real length. 
A scale of this kind is called a statural scale. 

In the construction of the maps of the Ordnance Survey of 
Great Britain, the following scales are used : — 



Towns, . 


. 1 : 500, or 126'72 inches to the mile. 


Parishes, 


. 1 : 2500, or 25-34 „ „ 


Counties, • 


. 1 : 10560, or 6 „ „ 


The Kingdom, 


. 1:63360, or 1 „ „ 



In the scale adopted for the parish maps, largely used for 
colliery plans, 1 square inch represents an acre. 

2. Diagonal Scales. — A diagonal scale of equal parts is con- 
structed in the following manner: — Draw eleven straight lines 
parallel to each other and -^ inch apart. Divide the top line into 
equal parts, these primary divisions being of any required length. 
Through the points marking these primary divisions, draw 
perpendiculars cutting all the parallels. Number the primary 
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divisions from the left, 1, 0, 1, 2, 3, &c., as in the case of the 
simply divided scale. Then sub-divide the top and bottom lines 
of the first primary division into 10 equal parts. Number the 
alternate divisions, 2, 4, 6, 8, from right to left along the 
bottom line, and number the alternate parallel lines, 2, 4, 6, 8, 
from the bottom upwards. Then draw lines, as in Fig. 45, from 
the zero of the bottom line to the first division of the top line, 
from the first of the bottom to the second of the top, and so on 
until the scale is complete. 




10 8 6 



The diagonal lines are all parallel. Consequently the distance 
between any two successive lines, measured up any of the eleven 
parallel lines which they intersect, is the same as the distance 
measured upon the highest and lowest of those lines. The 
distance between the perpendicular which passes through the 
zero point, and the diagonal at the same point, is on the top 
line, and equal to one sub-division on the bottom line. It is 
therefore equal (Euclid, vi. 4) to one-tenth of a sub-division on 
the second line, two-tenths of a sub-division on the third, and so 
on. In this way, each of the diagonal lines, as it reaches each 
successive parallel, separates farther from the perpendicular 
through the zero point by one-tenth of the extent of a sub-division, 
or one-hundredth of the extent of a primary division. Thus, by 
means of a diagonal scale a distance can be taken off to two 
places of decimals. 

The general rule for taking off any number consisting of three 
figures from a diagonal scale is as follows : — On the parallel line 
indicated by the third figure, measure from the diagonal 
indicated by the second to the vertical indicated by the first. 

3. Vernier Scales. — ^The construction of the vernier scale is 
similar to that of the vernier of circumferenters and theodolites 
(see p. 58). In order to show how the principle of the vernier 
is applied to the construction of scales, let it be required to 
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construct a scale of 6 feet to the inch to show feet and inches. 
Construct a scale of feet in the ordinary way, sub-divided through- 
out its entire lengtL Above the first primary division draw a 
line parallel to the scale and ending at the zero point. From 
this point set off towards the lefb along the line parallel to 
the scale a distance equal to 13 sub-divisions, and divide this 
distance into 12 equal parts as shown in Fig. 46. Thirteen 
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Fig. 46. 

divisions of the scale being divided into 12 equal parts on the 
vernier, each division of the latter represents ^ or l^ foot, 
Thus, the distances from the zero of the scale to the successive 
divisions of the vernier represent 1 foot 1 inch, 2 feet 2 inches, 
3 feet 3 inches, 4 feet 4 inches. 5 feet 5 inches, 6 feet 6 inches, 
7 feet 7 inches, 8 feet 8 inches, 9 feet 9 inches, 10 feet 10 inches, 
11 feet 11 inches, and 13 feet. 

The manner of using the scale is as follows : — ^To take off a 
distance of 16 feet 7 inches, one point of the dividers must be 
placed on the 7th division of the vernier, and the other on the 
9th division of the scale. From to the 7th division of the 
vernier represents 7 feet 7 inches, and that distance subtracted 
from 16 feet 7 inches leaves 9 feet. 

Plotting Scales. — The most convenient scales of equal parts for 
plotting are those of ivory or box-wood, which have a feather 
edge along which they are divided, so that distances can be at 
once marked off without the application of the dividers. In th& 
same way, the length of a given line can be at once read off. 
Dividers should never be used to measure distances when an 
edge scale is available for the purpose. An ivory scale is soon 
spoilt by being dug into by the dividers. 

Each plotting scale should be provided with a shorter scale for 
the purpose of plotting offsets. The offset scale should be edge- 
divided like the plotting scale. In plotting a survey, the plotting 
scale is placed along the station-line with its zero point at the 
beginning of the line. The offset scale is placed at right angles 
to the plotting scale, and slid along the latter, until its edge comes 
to the distance at which an offset was taken. The length of this 
is then marked off from the offset scale by means of a needle. 
The offset scale is slid along to the next distance, and the opera- 
tion repeated. The points thus obtained are joined by straight 
lines. 

9 
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Hotting with a Protractor. — ^A semicircular protractor may be 
used to lay down or protract angles. It consists of a semicircle 
of horn, brass, or German-silver, divided to half-degrees. The 
des^rees are numbered from to 180 both ways. To lar off an 
anfle «t any point of a rtn^ight line, the protraLr must^ placed 
SO that its straight side, that is, the diameter of the semicircle, is 
on the given line, with the middle of the diameter, which is 
indicated by a small notch, at the given point. With a sharp 
pencil or a needle, a mark is made on the paper at the required 
number of degrees, and a line is drawn from that mark to the 
given point. 

In using this instrument for plotting a survey, the straight 
side must be applied to an assumed meridian line drawn on the 
paper, the centre of the protractor coinciding with the point in 
the meridian line selected for the commencement of the survey. 
A line must then be drawn from the centre of the protractor 
passing through the degree required. The length of this line 
is marked oif by means of a scale. Then at the end point 
of the line a second meridian line is drawn parallel to the 
first, and the protractor applied to this in the same way as before. 
The meridians at each station may be drawn by means of a 
T-square, the north and south lines on the paper being made 
parallel to one of the sides of the drawing-board. 

Fitted with a movable arm and a vernier, the semicircular 
protractor may be read with great precision. Supposing it is 
required to plot a line through a given point at a certain angle 
with the meridian of a plan, a semicircular protractor fitted with 
a vernier may be used, in conjunction with a 60° set-square and 
a straight-edge. The arm of the protractor is set by the vernier 
at the required angle, and at the same time the arm-line is laid 
on the meridian of the plan. The set-square is then placed 
against the protractor by the straight-edge, and slid along the 
latter until its edge passes through the given point, when the 
line drawn through that point will form the required angle with 
the meridian. According to T. Welizki,* this method of plotting 
is preferred by almost all Russian surveyors. 

More accurate results are obtained with a ftiU-circle protractor 
of brass or of vulcanite. With this instrument, not only the 
bearing itself but the corresponding bearing on the other side 
should also be marked off. Then, if the line drawn from one 
point to the other passes through the centre previously marked 
on the meridian line, it is evident that the bearing is accurately 
plotted. 

* ZtlLj, Vermesswigswesen, vol. xii., p. 252, 1883. 
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Drawing meridian lines at each station is apt to give rise to 
error, and always presents the inconvenience of having a number 
of lines on the plan which have to be rubbed out. With a circular 
protractor this unnecessary labour is avoided by placing the 
instrument along a meridian line drawn near the centre of the 
paper, and marking off in rotation the various bearings of the 
survey. Confusion may be avoided by figuring on the paper by 
the edge of the protractor the bearing, not the number or letter 
of the draft, as is often done. The bearings having been thus 
marked, the protractor is removed, and the lines are transferred 
to their proper positions on the plan by means of a rolling parallel 
ruler. This instrument necessitates the use of a perfectly true 
drawing-board. It is provided with two roUers of exactly the 
same circumference, firmly attached to the same axis. It is 
made of ebony or of brass. 

Elaborate circular protractors are made with a movable arm 
provided with a vernier. Such instruments are usually made 
with a glass centre, with two fine lines intersecting at the centre 
point. The most perfect instrument for accurate plotting is the 
folding arm protractor. This is provided with two opposite arms, 
each with a vernier, and a clamp and tangent motion for setting 
the angles. The extreme end of each arm carries a point, which 
by a gentle pressure may be caused to puncture a fine hole in the 
plan. These instruments are usually 6 inches in diameter, and 
•divided on silver. 

The most rapid method of plotting a survey is by means of a 
•cardboard protractor, as with this instrument there is no occasion 
to figure the various bearings on the paper. The cardboard pro- 
tractor, as used in the Ordnance Survey Office, is 12 inches in 
diameter. The centre portion is cut out, and the north and south 
line made to coincide with the meridian on the paper. The 
parallel ruler is then placed at once on the required bearing, and 
on the bearing directly opposite. The survey line is then drawn 
in the vacant space inside the circumference. Much time is thus 
saved, and the plan is kept clean, and not covered with pencilled 
bearings. The results are very accurate, on account of the large 
diameter of the protractor. 

Plotting by Means of Chords. — A traverse may be plotted 
from one meridian, without a protractor, by means of a table of 
•chords and a parallel ruler. For this method, all that is required 
is a table of sines, or, better still, of chords, and a good rolling 
2-foot parallel roller. Since the chord of an angle is twice the 
sine of half the angle to a radius of unity, a ready means is 
afforded of protracting to any radius required. The meridian 
angles, if they have been taken with the theodolite or &om the 
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outer circle of the dial, must first be reduced to bearings ; the 
rule for performing this reduction being as follows ; — 
For angles between — 

0** and 90% enter in bearing column as N.£. 
90" and 180°, subtract from 180% and enter result as S.E. 
180° and 270% deduct 180% and enter result as S.W. 
270° and 360°, subtract from 360°, and enter result as N.W. 

Having tabulated the chords of the bearings, describe a circle 
with a radius of 1000 units (say 10 inches). This avoids the 
necessity of multiplying the chord by the radius ; the decimal 
point merely having to be moved 3 places to the right. Angles 
can be laid down by this method as easily as with a 20-inch 
protractor. 

The circle is drawn in a convenient part of the plan, and the 
meridian line drawn through it ; the north and south ends being 
marked. If the bearing is N.E., the chord is measured off from 
the north point, eastwards. Thus, for a bearing of N. 64** 14' E., 
the point at which the scale reading 1063*2 intersects the cir- 
cumference of the circle is noted, and the number of the station 
is affixed. The north and south points on the circle are the 
zero points to measure from, and from these points the chords 
are measured off to the east or west as the case may be. 

The following sample page illustrates the method of reducing 
the survey notes. 

Plotting by Bectangular Co-ordinates. — This is the most accurate 
method of plotting a survey, because the position of each station 
is plotted without being affected by any errors committed in 
plotting previous stations. 

It consists in assuming two fixed aoces, O X and O Y, crossing 
at right angles at a fixed point or origin^ O, and in calculating 
the perpendicular distances, or co-ardincUeSf of each station from 
those axes. When the direction of the true meridian has been 
ascertained, it is advisable to make one of the axes represent it. 

Thus, in Fig. 47, let A O represent a hori- 
zontal line surveyed. Through the starting 
point O, draw a north and south line, O Y, 
and at right angles to this, through the same 
point, an east and west line, O X, then the 
angle Y O A will represent the bearing of 
the line OA. The line OY is taken as 
v^ifr'^Ar? abscissa axis, and the line O X as ordinate 

^**'' axis. From the end point of the given line, 

O A, the two perpendiculars A a and A a' are let fall to those 
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SURVEY OF LONG-WALL WORKINGS AT A SCOTTISH 

COLLIERY. 

No. 10 Pit. From centre of shaft, 12 ft. x 6 f t. ; long side bearing S. 18* K 



No. 


Meridian 
Angle. 


Bearing. 


Chorda 

r = lOOO. 


Distance. 


Remarks. 










Links. 




A 


208' 00' 


N. 62* 00' W. 


1030 


116 


•*• ... 


B 


299'* 30' 


N. 60* 30' W. 


1007-5 


47 


... ••. 


C 


320* 00' 


N. 40* 00' W. 


6840 


71 


... • . ■ 


D« 


315*00' 


N. 45* 00' W. 


765-3 


• • • 


bearingonly, into air course. 


D 


227* 30' 


S. 47*30' W. 


805-4 


151 


into stone drift 


E 


228* 00' 


S. 48* 00' W. 


813-4 


59 


• • • •• • 


F 


301* 00' 


N. 69* 00' W. 


984-8 


86 


• • • • • • 


G 


297* 30' 


N. 62* 30' W. 


1037-5 


45 


• • 4 • • • 


H2 


20*00' 


N. 20* 00' E. 


347-2 


100 


• • • • • • 


J2 


14* 30' 


N. 14* 30' E. 


252-3 


45 


• • • • • • 


K2 


42*30' 


N. 42* 30' E. 


724-8 


66 


to face lying N. 68* W. 


H 


319*00' 


N. 41* 00' W. 


700-4 


103 


• • • • • • 


J2 


16*00' 


N. 16* 00' E. 


278-3 


68 


» • • • • • 


K^ 


10*30' 


N. 10* 30' E. 


183*0 


45 


• • • • • • 


I? 


10* 15' 


N. 10* 15' E. 


178-6 


97 


• • • ff • ■ 


M2 


40*00' 


N. 40* 00' E. 


684*0 


43 


• • • • • • 


N3 


55* 30' 


N. 65° 30' E. 


931*2 


23 


to face lying S. 30* E. 


J 


313*00' 


N. 47* 00' W. 


797-4 


95 


• •• • • • 


K2 


20*00' 


N. 20* 00' E. 


347-2 


68 


• • • • • • 


L2 


9*30' 


N. 9*30'E. 


165*6 


117 


#• • ■ • • 


M2 


8*00' 


N. 8*00'E. 


139*5 


44 


• • • • • • 


N3 


20* 30' 


N. 20* 30' E. 


355*8 


35 


/ 10 links to face, lying N. 
\ 68* W. 


K 


304* 00' 


N. 66* 00' W. 


938-9 


101 


• • • • • • 


U 


13* 30' 


N. 13* 30' E. 


236 


100 


• • • • • • 


M* 


365* 00' 


N. 5*00'W. 


87-2 


99 


to face running E. and W. 


L 


290* 00' 


N. 70* 00' W. 


11471 


87 


• • • • • • 


M3 


1*00' 


N. roo'E. 


17-4 


64 


■ • • • • t 


N2 


348* 00' 


N. 12* 00' W. 


209 


70 


to face lying S. 65* W. 


M 


278* 00' 


N. 82* 00' W. 


13121 


49 


... ••• 


N 


266* 00' 


S. 83*00' W. 


1363-9 


29 


... ... 


02 


349* 00' 


N. iroo'w. 


191-6 


62 


. . • ... 


pa 


332* 00' 


N. 28* 00' W. 


483-8 


28 


to face lying N. 60* E. 





261* 00' 


S. 81* 00' W. 


1298 8 


94 


• • * • • • 


p2 


2*00' 


N. 2*00'E. 


34*9 


50 


to face lying S. 89* E. 


P 


261* 30' 


S. 81* 30' W. 


1305-5 


38 


to end of level. 



134 



MINE-S0RTEnVCL 



axes. A a is termed the latitude and A a' the tieparture of the* 

line O A. The latitude of a point may be defined as its distance 

north or south of some parallel of latitude. The distance that 

one end of a line is due north or south of the other end, is called 

the difference of latitude of the ends of the line, or, briefly, the 

latitude of the line, or its northing or southing. Similarly the 

distance which one end of a line is due east or west of the other 

end is called the difference of longitude of the ends of the line, 

or the departure of the line, or its easting or westing. 

On regarding the right-angled triangles O A a and O A a' in 

Eig. 47, it will at once be seen that the latitude and departure 

may be calculated from the length O A and the bearing A O a'' 

or ^. Now a' A is equal to O a, and a' O is equal to A a ; it is 

A a' 
therefore evident that ^7^ = sin jS, and consequently A a*" 

= O A sin jS, and O a = O A sin 0. Similarly O a' = O A 
cos jS, and A a = O A cos jS. In other words, to find the lati- 
tude of any line, multiply its length by the cosine of its bearing, 
and to find its departure, multiply its length by the sine of its 
bearing. If the foreward bearing of the line is northward, its 
latitude is north and is regarded as positive. If the foreward 
bearing of the line is eastward, its departure is east, and is 
regarded as positive. West departures and south latitudes are 
regarded as negative magnitudes. 

In Fig. 47, let O Y represent the meridian, and let O A B C 
represent a mine road, the survey of which with the circum- 
ferenter gave the following results : — 



No. 


Angle. 


Bearing. 


Distance. 


A 


o^ocy 


32" 15' 


Links. 
176 


B 


22(ri7' 


72^32' 


180 


C 


79" 13' 


331" 45' 


155 



The vernier-angles must first be reduced to meridian angles: 
with the result given above. The reduced bearings must then be 
calculated. They will be found to be as follows : — A, N. 32° 15' E.;. 
B, N. 72* 32' E. ; 0, N. 28" 15' W. The latitudes and departures, 
may then be obtained from the formulse — 



Latitude 
Depftrtiue 



Distanee 
Distance 



X cos bearing, 
X ainbeaiixig. 
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Tiifi troubLesoioe and tedious mnltiplicatioa by natnnd sham 
and cosines may be avoided by using logpxithinsk. The calcnlar 
tioas -wiill then, be as fbllonns : — 



Dapaitara. 

A. kg ITS » 2-245512 

L. sin ariS' = 9-727227 



LirtttiaAea. 
leg 176 r= 2-245512 

L. COB 3nr sz 9-927239 





= 


1-972739 


Northing 

log 180 

L. cos 72** 32' 

Northing 

log 166 

L. cos 28° 15' 


== 


2-172742 


Easting 

B. log 180 

L. sin 72° 32' 


93 91 

2-255272 
9-979499 

2-234771 


148-86 

2-255272 
9-477339 




1-732611 


C. log 153 

L. sin 28" 15' 


171-70 

2-190331 
9-675154 


64-02 

2-190331 
9-944922 




1*866485 


2136253 



Wcrtang = 73-36 Kortiiiqf =r 136-64 

In making calculations -with logarithms, it must be remembered 
that in tables of logarithmic sines and cosines, the logarithm of 
the assumed radius is 10-000000. Consequently in the preced- 
ing calculations, the log. radius 10 is deducted in order to give 
the log. of the natural number sought. 

The results of the calculation should be entered in four columns, 
for northing, southing, easting, and westing respectively. 



Ke. 




DlSTAIKB. 


LAxixnos. 


DjDS&BSnBB. 


N. 


s. 


E. 


W. 


A 
B 
C 


N. 32* W K 
N. 72*32' E. 
N. 28''16'W. 


Links. 
176 

180 

165 


148-85 

54-02 

136-54 


• •• 

• • ■ 


98^1 

1 
1 

i 

• •• 


•*• 

... 

73*36 


• • • 


•«« 


««• 


aa&^ : 


•• • 


265(61 


17S:36 
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Kegarding the northing as positive and the southing as negative, 
the algebraical sum of the latitudes is 339' 41 links. The easting 
being positive, and the westing negative, the algebraical sum of 
the departures is 266*61 - 73-36 = 192-25 Hnks. 

Before the calculated co-ordinates can be used for plotting pur- 
poses, the total latitudes and the total departures must be calcu- 
lated. This is done by taking the algebraical sum at each station, 
as follows : — 



No. 


Total Latitudes from Station 0. 


TotalI>epartare8 from station 0. ^ 





0-00 


0-00 


A 


+ 148-85 


+ 93-91 


B 


+ 202-87 


+ 265-61 


C 


+ 339-41 


+ 192-25 



Having prepared this table, draw a meridian line through the 
first station O, Fig. 47. Along the meridian, north latitudes 
are set off upwards, and south latitudes downwards. East 
^departures are set off perpendicularly to the right, and west 
departures perpendicularly to the left. Set off, therefore, along 
the meridian in a northerly distance the latitude 148-85 links to 
the scale required. This gives the point a'. From that point, 
set off perpendicularly to the right the departure 93-91 links. 
The station A is thus fixed on the plan. Join the points O and A- 
From O again set off upwards 202*87 links to 6', and from that 
point set off 265*61 links perpendicularly to the right. This 
gives the point B. Join the points A and B. From O again set 
off upwards the latitude 339-41 links to c', and from that point 
set off the departure 192-25 links. The last point is thus fixed. 

In this way any survey may be plotted with great ease and 
rapidity, and with greater accuracy than is possible by any other 
method. 

The calculated co-ordinates are of great value for testing the 
accuracy of a closed traverse. Obviously, when a surveyor makes 
a circuitous survey returning to the starting point, he has gone 
exactly as far to the north as he has to the south, and as far to 
the east as to the west. Consequently, if his survey is correct, 
the sum of the northings should be equal to that of the southings, 
and the sum of the eastings equal to that of the westings. 

An illustration of this is afforded by the survev of a closed 
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polygon with a theodolite, the notes of which are given on p. 
107. On calculating the co-ordinates, the following results are 
obtained : — 



No. 


Bbducju) Bkakikob. 


DI8TA9CB. 


Latitudes. 


Depakturb. 


North + 


South - 


£a8t + 


West- 


1 

2 
3 

4 
5 
6 
7 
8 
9 
10 


S. 58" 33' E. 
N. 39° 03' E. 
N. 68" 04' E. 
N. 47" 44' E. 
N. 63" 16' E. 
N. 31" 13' W. 
N. 59" 06' W. 
S. 44" 28' W. 
S. 31" 29' £. 
S. 51" 29' W. 


Links. 

1,091 
252 
106 
534 
384 
336 

1,055 
771 
154 
605 


• • • 

195-5 

73 1 

358*9 

• 

172-5 
2871 
641-3 

• •• 

• • • 

• •• 


569-5 

••• 

550-5 
131-4 
377 


931-3 
158-8 
1820 
395 3 
3431 

• • • 

• • • 

• • • 

80-5 

• • • 


• •• 

• •• 

• • • 

• • • 

• •• 

174 
904-5 
539-5 

• • • 

473-0 


• • • 


••• 


• •• 


1628-4 


1628-4 


2091-0 


2091-0 



If there should be a slight error, the latitudes and departures 
must be corrected, before plotting, so that their sums shall be 
equal in each case. This is done by distributing the error among 
the lines in proportion to their length, the balancing being 
effected by the following proportion : — As the sum of all the 
lengths is to each particular length, so is the total error in lati- 
tude (or departure) to the correction of the corresponding latitude 
(or departure). 

The correction may frequently be made by determining the 
error per chain, without making the exact proportion. 

The error of closure is the ratio of the length of the line joining 
the first and last points of the survey of a closed polygon, to the 
whole perimeter. Being the hypothenuse of a right-angled 
triangle, of which the errors in latitude and in departure are the 
other sides, the length of this line is equal to the square root of 
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the snm rfthjB squares of those two errors. This diridod by (ibe 
■whole perimeter gives the error of closure. In mine-surveys, it 
should not be more than 1 in 1,600, or 5 links per mile. In. 
ordinary Burfoce^urveys it will average 1 in 300 or 27 links per 

A co-ordinate protractor, called a trigonomeler by the makers, 
Messrs. Kei^el and Esser of New York, has recently been intro- 
duced in America. It consists of a plate 15 inches square (Fig. 
48), divided into 100 equal squares hy horizontal and vertical 
lines. It is provided with an arm 
iastened with its zero upon the zero 
at one comer of the plate. It is 
graduated, with the same division 
as the plate, to read distances irom 
the centre outwards. On the aides, 
the plate has angular graduations, 
the zero joint being t£e centre of 
the quadrant. By moving the arm 
to the given angle, the latitude is 
at once read off on the vertical scale 
and the departure on the horiKontal 
scale, for the given length as read 
on the arm . If, for inst^ce, B A 
Fig. 4S. is the given angle, and A D the 

given distance, D E and D F are 
the co-ordinates. The readings are exact to within 0-1 per cent. 
The instrument is also of use for calculating the bases and per- 
pendiculars of inclined station-Klines in mine-surveys. 

Though described in 1886 by Mr. E. G. Gaertner* as a new- 
invention, this instrument was known two hundred years pre- 
viously. It is, I find, described on p. 127, and figured on 
plate 7 of Nicolaus Voigtel's Geoituiria Svbterraaaa, publidied 
at Eisleben in 1686. 

Calculating Scales.^ For ordinary practical work the oo-ordi- 
nates may be determined with gieai, rapidity by means of the 
slide rule. On this rule, logarithms of numbers, sinra, and 
cosines are represented graphically in the form of scales. The 
instrument consists of a rule, having on its face a groove cut 
throughout its entire length, in 'whii:h & second rule slides 
smoothly. The beariog and length of a given line beong known, 
its departure is foand by setting 1 on the slide to the lengtli on 
the rule, and against the sine on tiie slide will be fbond the 
required depwr^re oa the rule. Laidtudes are ibrund in a 

* TVmm. Atmrr. IntL U.S., rd. str., p. 180, 188C. 
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similar waj, the cosines being read off by reading tbe sines 
backwards. To avoid this operation, complementary fijgnzesfiMgr 
be pencilled along the line of skkes. 

According to Mr. C. Y. Boys,^ no slide roles of Faiglisiii mak& 
can compare in accnracy and portability with those made by 
Grav^t, of Paris, sold by Mr. Fairer, of Leeds. One 26 oeootir 
metres long is accurate to one part in 500. Co-ordinates of ihB 
lines occurring in mine-surveys may thus be determined accu- 
rately to the £rst place of decimals. The back of the slide is 
divided for sines, tangents, and logarithms, all of which can be 
read at the back through special openings without removing the 
slide, or the slide may be reversed. A sliding index is provided, 
which adds materially to the power of the instrument. For 
important theodolite surveys, the slide rule is not accurate 
enough. For this work, however, it saves much time in calcu^ 
kting differences of logarithmic sines, &c. 

In the Government Mining Offices on the Continent, cal- 
culating machines are extensively used for computing tbe 
co-ordinates of mine-surveys. The type of instrument generally 
used is that invented by M. Thomas, of Colmar, in Alsace. This 
instrument has recently been improved by Mr. Edmondson and 
by Mr. Tate. Full descriptions of the three instruments are- 
given by Mr. Boys. 

Traverse Tables. — Tables which show by . inspection the 
amount of the latitude and departure for any bearing and dis- 
tance are termed traverse tables, because by their aid the 
resolution of traverses is effected without calculation. 

In order to be of any use to the mine-surveyor, such tables, 
must be calcidated for every minute of bearing and to four places 
of decimals. These conditions are fulfilled by the tables calcu- 
lated by J. T. Boileau, by W. Crellin, and by IL L. Gurden. 
There are several other tables published, which, though well 
arranged, are not sufficiently in detail for minensurveying pur- 
poses. For example, the traverse tables given in Chambers's 
Mathematical Tables are calculated only for every degree of 
bearing to one place of decimals. Though valuable isr problems 
in naviga±ion, Uiey are useless for mining purposes. 

The following example will niustrate the method of using 
Boileau*8 tables, which are calculated for e^ery loainute of bearing 
and to 5 decimal places for distances of 1 to 10 : — Given the 
bearing of a line, ST. 32° 15' E., and its length 1 chain 76 links, 
required its latitude and departure. Seek the table headed 32°, 
and from the section 15', take out the latitudes and departures. 



— — , — — 

* Joum. Soc. Arts, vol. xxxiv., p. 384, 



1886. 
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separately for the hundreds, tens, and units, removing the 
decimal point in each case as mdny places to the right as the 
figures in each separated portion of the distance exceed those 
in the corresponding numbers in the tabular distance columns. 
The distance 1 chain 76 links will be separated into 100, 70, and 
6 links, and the traverses for each will be taken out separately, 
thus : — 



Beduced Bearin?. 


Distance. 


Latitude. 


Departure, 


N. 32° 16' W. 


100 


84-5727 


53*3614 




70 


69-2009 


37-3530 




6 


60743 


3-2016 



176 148*8479 93 9160 

The most accurate traverse tables published are those com- 
puted by Mr. R. L. Gurden, Authorised Surveyor for the 
Governments of New South Wales and Victoria. These tables 
are calculated to four places of decimals for every minute of angle 
up to 100 of distance, so that the sines and cosines for a distance 
of 12 miles may be ascertained correctly to within half an inch. 

In the example given above, the latitude and departure are 
found with Gurden*s tables, thus — 



Reduced Bearing. 


Distance. 


Latitude. 


Departure. 


N. 32'' 15' W. 


100 


84-5728 


53*3615 




76 


64-2753 


40-5547 



176 148*8481 939162 

Only one opening of the traverse tables is required. With 
logarithms, on the other hand, the book has to be opened in four 
places, two separate additions have to be made, and in taking out 
natural numbers proportional parts have to be resorted to, in 
order to find figures of the second place of decimals. The advan- 
tage of these traverse tables over logarithms, both as regards 
simplicity and economy of labour in calculation, is thus apparent. 
In important undertakings it will be found advisable to calcu- 
late the co-ordinates by logarithms, and repeat the calculation by 
the traverse tables, so as to obtain an independent check and 
verification. 
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CHAPTER XII. 
Calculation of Areas. 

Measures of Area. — The area of mine-royalties and of coal 
wrought is usually expressed in acres. The statute acre is equal 
to 10 square chains or 100,000 square links. It is sub-divided 
either decimally or into 4 roods of 1,210 square yards, and 160 
perches of 30^ square yards. One square mile is equal to 640 
acres. 

In order to reduce square links to acres, roods, and perches, 
divide by 100,000 by cutting off ^ve figures to the right hand. 
The figures remaining to the left will be acres. Multiply the re- 
mainder by 4 ; the whole-number remaining will represent roods. 
Multiply the remaining fraction by 40 ; the figures beyond the 
decimal point will be perches. The nearest round number is 
usually taken ; fractions less than half a perch being disregarded. 

The metric unit of land measure is the hectare of 10,000 square 
metres. This is equal to 2 47 11 acres. 

Three methods of measuring 
areas are employed : the method 
of triangles, the method of ordi- 
nates, and the mechanical method. 

1. Method of Triangles The ^ 

survey of the ground having been 

plotted, lines are drawn on the plan 

so as to divide it into a number of 

triangles, the area of each of which 

is calculated. Thus, in order to 

calculate the area of the polygon 

A B D E F G (Fig. 49), measure 

all the sides of the figure, and the diagonals AC, A D, A E, and 

AF. Then if the lengths of the three sides of the triangle 

ABC are denoted by a, 5, and c, the area of the triangle is 

given by the formula- 




Fig. 49. 



Area = Js {s - o) (« - h) (s - c), 

in which s represents the half sum of the lengths of the sides of 
the triangle. 
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Assuming that the side BO is 120 links in length, AC 135 
links, and A B 90 links, the area of the triangle is — 



/172-5 X 52-5 X 37-5 x 82-5, 

or 5293*18 square links. 

If logarithms are employed, the formula is — 

log. area = i {log 8 + log (« - o) + log {s - h) + log (a - c)}. 

In the some way, the area of the remaining four triangles in 
Fig. 49 are calculated. By taking the sum of the areas af the 
five triangles, the area of the whole polygon is obtained. As a 
check on the calculations, the lengths of the diagonals B D, BE, 
BF, and BG may be determined. Five new triangles would 
thus be obtained. The sum of these five areas should be the 
oaame as the result of the first calculation. If there is a small 
difference, the mean of the two results is taken as the correct 
area. If the difference is considerable, the measurement must be 
repeated. 

Another useful formula for calculating the area of triangles is 
the following: — 

Area = -— 
2 

in which a is any one of the sides of the triangle, and p a 
perpendicular let fall upon that side from the opposite angle. 

When two sides and the included angle are known, the area is 
^iven by the formula — 

a h sin 



Area = 



2 ' 



<i and h representing the two sides, and C the included angle. 

When one side of a triangle and the adjacent angles are given, 

, ^ a^ sin B sin 

its area is equal to h— ; — 7^^ 7=7- . 

^ 2 sm (B + 0) 

The areas of figures with curved outlines may be found by the 
method of triangles preceded by a process termed eqtudising 
or giving and talcing. This consists in drawing through the 
boundary a straight line, leaving as much space outside the 
straight line as there is injside it. as nearly as the eye can 
estimate. 

It is sometimes advisable to reduce a polygon to a single 
triangle equivalent in area, as in the following example :— In 
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-^e poljgoiL A B C D E in Fig. 50, draw a line from A to C, and 
with a parallel ruler draw a l^e B F parallel to A C catting C D 
product in F. Join A F. Then the area of the quadrilateral 
iigure A F D E is equal to that of the original £gure. The 





Fig. 60. 



Fig. 51. 



triangles A B F, B F being on the same base, B F, and between 
the same parallels, are equaL Take away from each the common 
triangle B H F, H being the point at which the lines A F and 
B intersect; the remaining triangles A B H, F H are equal. 
But in the alteration of the figure, F H has been substituted 
for A B H j therefore, the area of the quadrilateral is equal to 
that of the original figure. Similarly, by drawing E G parallel 
to A D, intersecting D produced in G, and by joining A G, the 
area of the triangle A F G may be made equal to that of the 
quadrilateral figure A F D E, and consequently to the original 
figure. Whatever may be the number of sides of the polygon, 
a similar process will reduce it to a triangle having the same area. 
2. Method of Ordinate S. — An axis A X is measured along the 
^eatest length of the track to be measured (Fig. 51). OiSsets 
are measured at right angles to that axis, sufS.ciently close 
together to make the spaces between them approximate to 
trapezoids. Let d be the distance along the axis between two 
adjacent o£&ets or ordinates, and b, b', the breadths of the 
figure at those ordinates. The area of the trapezoid is then 

^ ^ ^ , and the area of the whole figure is the sum of the 

areas of the trapezoids into which it is divided. 

For easample, — Let A X in Fig. 51 represent the chain from 
which o£&ets were taken to a curved fence. The lengths of the 
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offsets measured in links, were as follows: — h = 30, b^ = 38, 
feg = 61, 63 =50, 64 = 86, ftg = 80, 6e = 40, b^ = 60, b^ = 69, 
bg = 48, and b^Q «: 19. The area included between the chain 
and the fence is — 



50 


X 


(30 


+ 


38) 


=• 


3,400 


50 


X 


(38 


+ 


61) 


= 


4,950 


50 


X 


(61 


+ 


50) 


= 


5,550 


50 


X 


(50 


+ 


85) 


= 


6,750 


50 


X 


(85 


+ 


80) 


= 


8,250 


50 


X 


(SO 


+ 


40) 


=s 


6,000 


50 


X 


(40 


+ 


60) 


=: 


5,000 


50 


X 


(60 


+ 


69) 


= 


6,450 


50 


X 


(69 


+ 


48) 


= 


5,850 


50 


X (48 
Total 


+ 

• 


19) 

• 


^^M 


3,350 




55,550 



Half this total, that is, 27,775, is the area in square links. 

When the intervals between the offsets are all equal, as in the 
above example, the calculation may be considerably simplified* 
All the values of d being equal, the formula becomes 

Area = ( „ + ^1 + ^2 + ^3 + ^ + ^) ^> 

that is to say, the area is equal to the sum of all the intermediate 
offsets, and of one half the end offsets multiplied by the constant 
interval between them. Applying this formula to the above 
example — 

Area = (15 + 531 + 9J) x 50 = 27,775 square links. 

When the line determined by the offsets is curved, the area 
may be calculated with greater accuracy by Simpson's formula. 
This assumes that the lateral boundaries of the figure consist of 
short parabolic arcs. An even number of equal distances must 
be measured along the axis, when the formula is 

Area = -| &o + &n + 2(63 + 6^ + &c.) + i(b^ + &s + &c.) j- ^; 

that is, the area is equal to one-third of the constant interval 
between the offsets multiplied by the sum of the first and last 
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offsets, twice the sum of the even offsets, and four times the sum 
of the odd offsets. Applying this formula to the example given, 

Area = (30 + 19 + 510 x 1104)- 
= 27716f square links. 

In calculating the area of a surveyed piece of land, it is 
advisable to use exclusively the dimensions given in the field- 
book. The process is, however, very laborious, and may 
frequently be dispensed with by equalising boundaries and 
taking measurements on the plan. 

By means of rectangular co-ordinates, the area of a piece of 
land may be accurately calculated without necessitating the 
preparation of a plan. The general rule for finding areas by 
this method is as follows : — Multiply the total latitude of each 
station by the sum of the departures of the two adjacent courses. 
The algebraical half sum of these products is the area. 
. The total latitude of each station is found by adding the lati- 
tude of the preceding course to the total latitude of the preceding 
station. To find the adjacent departures, add the departures of 
the two courses, one on each side of the station. The following 
is an example of this method of calculation : — 









Latitudb. 


DbpJLbturb. 






No. 

A 


Bearing 


Distance 






Totol 
Latitude. 


Adjacent 
IXepartures. 


Double 
Areas. 


N.+ 


8.- 


E.+ 


W.- 


N. 5r 33' E. 


Chains. 
2918 


18-14 


*•. 


22-85 


• • ■ 


• • • 


• •• 


... 


B 


S. 73°07'E. 


12-30 


• • • 


3-57 


11*77 


• • • 


+ 18-14 


+34-62 


+628 00 


C 


S. 20"3rW. 


18-32 


• • • 


1715 


... 


6-45 


+ 15-57 


+ 5-32 


+ 77-51 


D 


S. 78'' 45' W. 


25-40 


• •• 


4-95 


• • . 


24-91 


- 2-58 


-31-36 


+ 80-90 


E 


N.23°3e'W. 


8-21 


7-53 


• * • 


... 


3-26 


- 7-53 


-28-17 


+212-12 


• •• 


... 


• • • 


25-67 


25-67 


34-62 


34-62 


..• 


• •• 


998*53 



The double area of the polygon is thus 998-53 square chains; 
The area, therefore, is 449-26 square chains, or 44*926 acres. 

3. Mechanical Method. — Instruments for measuring areas on 
plans are termed planimeters. The form most generally used 

10 
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18 ike poter fimameba of Amsler, of which the general principle 
iBMJumTLm Fig. 52. This is aji instrument for measuring the 

area of any figure, however irregular, 
/^"\*^ by the mere passage of a tracer round 
^B ) about its perimeter. It consists essen- 

^ tially of three parts, the adjustable 
/'fe arm D, the polar arm B of fixed 
length, and the rolling wheel F, 
which rests upon the plan. The wheel 
is graduated and provided with a ver- 
nier. The two arms of the instrument 
are hinged together by a hardened 
steel axis 0, and permit of an angular 
Fk. 52. motion of nearly 180^ The rolling 

wheel is mounted on a steel axis 
parallel to the adjustable arm C D, that is, parallel to the 
imaginary line joining the tracing point at D and the axis 
G of the polar arm. The number of complete revolutions of the 
rolling wheel are shown by a record disc driven by an endless 
screw on the shaft E. At the end of the arm B is a loaded 
disc which rests upon the table, and serves as a fixed support 
for the instrument. In its centre at B is an upright pin forming 
the turning point or pole of the whole instrument. At the end 
of the adjustable arm, at the same distance from it as the axis E, 
the tracing point D is screwed in vertically. 

When the tracing point D is carried round the outline of any 
figure, such as G H I, bo as to return to the point from which it 
started, it can be proved* that the distance rolled by the edge of 
the wheel F is equal to the area of the figure divided by D, 
mid consequently that the area of the figure is equal to CD 
multiplied by the distance rolled by the wheel F. In Great 
Britain and the United States, the graduations on the circle 
usually represent square inches of area on the plan. 

This planimeter gives results sufficiently accurate for mining 
purposes, and its cheapness and simplicity render it of great 
value. When, however, a very high degree of accuracy is required, 
it is found that the planimeter is seriously affected by the paper 
en which the measuring-wheel revolves. This is particularly 
noticeable with old plans that have been folded up for a length of 
time. It is also noticeable when the operation takes place near 
the edge of the paper, necessitating the wheel passing over that 
edge. 

In casoB where the use of the polar planimeter KjppeaxB. imprac- 

* For proof, consult the report on this iostnxment by Sir Frederick 
Bramwell in Aep, of Fortp-second Meeting of the Brit, Asioe.^ p. 401« 1872. 



CALCULATION OF ABEAS. 



14T 



^ieable, reoourse must be had to the preeisioii planimeterB made 
hy G. Oomdi, of Zurich. In these iiustruments, the so^ealkd 
4Uiiffendad pkmMneters and linear rolling plomimstersy the neasixr- 
ing wheel does not travel on the plan itself but on a disc, irluch 
is aa integral part of the instrument. 

The suspended planimeter is essentially a polar planimeter ; it 
gives, however, results ten times more accurate than those given 
by Amsler's instrument. The linear rolling planimeter is tlie 
most accurate instrument of its kind yet invented. Instead of 
Tevolving round about a pole, the rolling planimeter moves ijxfl 
straight line, on either side of which the area is determined. 

The following table showing the mean error in planimeter 
readings has been drawn up from the results of a series of experi- 
ments made by Professor Lorber* of the School of Mines of 
Leoben, in Austria : — 



Area. 


Thr Mban Errok in a Pasbaob or thi T&acbb amovvvs 

TO THB VOLLOWIirO V&ACTIOK Of TBS ABBA>- 


In Square 
Gentiinetros. 


In Square 
lucoes. 


WiththePolu: 
Planimeter. 

UnitofVemier 

10 sq. mm. 

(0016 sq. in.) 


With the Sus- 
pended 
Planimeter. 
UnitofVemier 
1 sq. mm. 
(0 001 8q. in.) 


With the 

Rolling 

Planimeter. 

Unit of Vernier 

Isq. mm. 

(0001 sq. in.) 


With the 

Boiling 

Planimeter. 

UnitofVemier 

0*5 sq. mm. 

(0 0005sq. in.) 


10 

20 

50 

100 

200 

300 


1-55 

310 

7 7S 

15-50 

31-00 

46-50 


lin 75 
lin 148 
lin 355 
lin 682 
1 in 1,274 
•*• 


lia' 625 
lin 1,111 
1 in 2,600 
lin 4,167 
lin 7,143 
1 in 9,375 


lin 625 
lin 1,000 
lin 2,000 
1 in 3,333 
1 in 5,128 
lin 8,000 


lin 1,000 
lin 2,000 
lin 3,000 
lin 5,000 
lin 7,693 
1 in 10,000 



Produce of Goal-seams. — ^The area of coal wrought in any par- 
ticular seam may be estimated by dividing the plan into squares 
of 10 acres each. It will be found useful to have a sheet of 
tracing cloth, divided into 1-acre squares, drawn to the same 
«cale as the plan with which it is to be used. The side of a 
square, of which the area is 1 acre, measures 316*228 links. 
The squares should be drawn in black lines, and sub-divided into 
•quarter-acres by means of faint red lines. The area of coal 

* ZtU, des oeeterr. Jngenieur- tmd ArchUektenvereins, part iv. 1884. 
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wrought can be estimated with considerable accuracy by merely 
placing the sheet of tracing cloth over the plan, and by counting 
the squares covering the space on the plan representing that area. 

The area of the coal wrought and the thickness of the seam 
being known, the tonnage may easily be calculated, as the specific 
gravity of the coal (1,250 to 1,500), with that of water taken as 
1,000 for standard, is equal to the number of ounces in a cubic 
foot. 

The produce of coal-seams depends not only upon the specific 
gravity of the coal (1*25 to 1'50), but also upon the system of 
working, and the number of faults. According to Professor J. 
H. Merivale, at a Durham colliery working the Harvey seam 
3 feet 6 inches in thickness, 5,185 tons per acre were obtained 
when working by the long wall system, and 5,052 tons when 
working by the bord and pillar system. The yield per acre per 
foot thick of the South Staffordshire thick coal by the various 
methods of working is calculated by Mr. H. W. Hughes*, to be 
as follows: — Square work, 1243 tons ; longwall (two divisions), 
1398 tons; longwall (one division), 1155 tons. 

A rough rule is to calculate the produce at 100 tons per inch 
per acre, which leaves an ample allowance of some 25 per cent, 
for loss of every kind. Another rule frequently used is to calcu- 
late the produce at 18 cwt. to the cubic yard. This gives 120f 
tons per inch per acre or 1,450 tons per foot per acre. 

The Calculation of Ore-Reserves. — Having finished the survey 
of a metalliferous mine, the surveyor is sometimes called upon to 
calculate the quantity of ore-reserves in that mine. Various 
methods are employed for this purpose. Indeed different sur- 
veyors will not agree within wide limits as to the amount of ore- 
reserves in the same mine. Sometimes the amount of ore in sight 
will be considered to be a rectangular block limited by the out- 
crop of the vein, the depth of the shaft, and the extreme points 
of the levels, diminished by the amount extracted. Other sur- 
veyors would avoid so excessive an estimate and take but one- 
third of that amount. 

The following method is recommended by Mr. J. G. Murphy, 
an experienced American mining-engineer, as the fairest and 
most trustworthy : — Let it be required to calculate the ore- 
reserves in a mine opened up on a vein with a mean cross-section 
of 6 feet ; a cubic foot of the vein matter in place weighing 
150 lbs. The ore stopes are generally very irregular. In this 
case, however, it may be supposed that the stope faces are 11 
feet apart and 8 feet high, l^ere is an inclined shaft, 10 feet by 

♦ The TMch Coal of South Staffordshire, Sheffield, 1885, p. 17. 
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6 feet, following the dip of the vein, and 6 levels, each 7 feet by 
C feet, 100 feet apart. The lengths of the levels are— 



I. 


200 feet west ; 


150 feet east 


11. 


160 „ 


100 „ 


in. 


120 „ 


400 „' 


IV. 


100 „ 


140 ,» 


V. 


165 „ 


180 „ 


VL 


350 „ 


150 „ 



The longest level west is 350 feet and the shortest 100 ieet. 
Assume the bounding line of the area of available ore to be at 
a distance west of the shaft, 

350 -T 100 

+ ?: 



100 



= 225 ft. 



The longest level east is 400 feet, and the shortest 100 feet. 
The bounding line in this direction calculated in a similar way 
will be at a distance of 250 feet from the shaft. 

The inclined shaft has opened up the vein for 670 feet. 
Deducting say 15 feet for the irregularity of the surfiEu;e, the 
quantity of ore in sight will be a rectangular block 655 feet deep, 
225 +'250 or 475 feet long, and 6 feet wide, that is, 1,866,750 
cubic feet. 

From this quantity, however, must be deducted the quantity 
of ore extracted, namely- 
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Level L , 
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— 
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21,840 
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240 X 7 X 


6 


= 


10,080 


Level v.. 


345 X 7 X 


6 


— 


14,490 


Level VI., 


600 X 7 X 


6 


= 


21,000 


Level L, 


stoped east (rough estimate), 3,400 


Level I., 


stoped west. 






6,500 


Level II., 


stoped west, 






7,000 


Level IIL, 


stoped east. 






20,000 


Level VL, 


stoped west, 
Dtal, . 
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12,000 


T^ 


181,230 


Or in round numbers, 






182,000 
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This quantity, deducted from 1,866,750 cubic feet, leaver 
1,684,750 cubic feet. Divided by 13 J, the number of cubic feet 
required for a ton, this gives 124,797 tons of ore in sight. 

The quantity of ore discovered in a mine may be estimated 
from its specific gravity and the average size of the vein. The 
specific gravity of the ore, with that of water taken at 1,000 for 
standard, is equal to the number of ounces in a cubic foot. Great 
caution is necessary to determine the proportion of the vein 
which may be considered solid ore. 

A vein 6 feet square and 1 inch thick contains 3 cubic feet ;. 
therefore, in order to find the number of cubic feet per square 
&thom of a vein, it is merely necessary to multiply the thickness 
in inches by three. 

The following example illustrates the method of finding the 
weight of any ore per square fathom in a vein : — ^What quantity 
of galena will be produced per square fathom from a mineral 
vein 6 inches in width? One quarter of the vein consists of 
galena, the remainder of zinc-blende. One-twentieth must be 
allowed for cavities in the vein. 

The specific gravity of galena is 7*5, and a cubic foot of water 
veighs 1,000 ounces; therefore, a cubic foot of galena weighs- 
7,500 ounces. The vein being 6 inches thick, there are 18 cubic 
feet in a square fathom. One quarter of that amount,, or 4*5 
cubic feet, consists of galena. The weight of galena in ounces- 
is therefore 

7,500 X 4-5 = 33,750 = 2109-375 lbs. 

From this, one-twentieth, or 105*468 lbs., must be deducted, 
leaving 2003*907 lbs., or 17 cwt. 3 qrs. 15 lbs., as the weight of 
lead ore per square fathom. 
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CHAPTER XIII. 

Letellikg. 

Defixiitlons and Principles. — Levelling is the art of determining 
the relative distances of points from the centre of the earth. 
One point is said to be above another when it is farther from 
the centre of the earth, and the difference of distance from that 
centre is called the difference of level between the two points. 
The operation of finding how much one point is higher or lower 
than another may be trigonometrical, geometrical, or physical. 
. Trigonometrical levelling necessitates the measurement of 
lengths and angles. As an illustration, the simplest case may 





be taken. In order to determine the difference of level between 
A and C (Fig. 53), or in other words the line A B, the angle 
A OB, and one of iiie two lines A and B must be measured. 
The height required is then found by trigonometrical calculation 
from the two magnitudes measured. 

In geometrical levelling, a horizontal line or plane is con- 
structed, and the distance of the two points A and B (Fig. 54) 
from this is measured directly by setting-up vertical staves. 
The. difference of the two readings on the. staves is the difference 
in level between the two points. 

Physical levelling is based on the change of atmospheric 
p(resBure at different altitudes. The most important instrument 
for this method of levelling is the barometer. 

The Mason's Level and Boning-staves.— For geometrical level- 
ling, there may be employed the mason's, level, boning»8taves^x 
or the spuit-leveL 

The mason's level is based on the principle of tlie plomB-liiMi^ 
It is only used for levelling, when no other instriUBetit oaft bo 
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Fig. 65. 



obtained. To use the instrument, two pickets are driven into 
the ground and adjusted until the plumb-line of the mason's 
level shows that their heads are truly level. 

The same operation is more rapidly performed by means of 
boning-staves, which are simply 3-foot staves having a T-head. 
Both these methods are very rough and inaccurate, and only 
suitable for very short distances. 

The Spirit-level is the instrument commonly used. The 

spirit-level proper is a glass tube B 0, 
Fig. 55, hermetically sealed at both 
ends, partially, filled with liquid. By 
giving the tube a slight arched curva- 
ture, the bubble may be made to rest 
firmly in the middle, and by regulat- 
ing the curvature, the travelling of the bubble may measure 
small angular deviations from the horizontal line. The tubes 
.are ground on the inside so as to give a similar curvature to the 
part of the tube under which the, bubble travels. 

(a.) The Dumpy Level — The term spirit-level is also applied 
to the levelling instrument, of which the spirit-level proper is 
the essential part. The instrument most generally used in Great 
Britain is the dumpy levely invented by W. Gravatt. It is 
represented in Fig. 56. A is the spirit-level attached by screws 

at a, a, to the telescope B 0. The 
small circle near the object end B 
of the telescope represents a small 
transverse spirit-level used to show 
whether the cross-wire of the tele- 
scope is truly horizontal. D D is a 
flat bar or oblong plate fixed on 
the top of the vertical axis E. To 
this bar the telescope is attached 
by adjusting screws d, d. The 
hollow vertical axis turns upon a 
spindle fixed to the upper parallel 
plate F, the spindle being con- 
tinued downwards and being at- 
tached to the lower parallel plate G 
by a ball and socket joint. There 
are four levelling-screws/, by which 
the vertical axis is set truly vertical. 
The lower plate is screwed on the tripod head H. The tripod 
consists of three wooden legs like those of the theodolite. In 
some instruments, a compass is carried on the top of the plate 
d, d for taking the bearings of lines of trial sections. 




Fig. 56. 
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■ The telescope of the level is similar to that of the theodolite, 

except that the diaphragm containB one horizontal 

wire and two parallel vertical cross-'wires, as shown 

in Fig. 57. This levelling instrument derives i(« 

name from its dumpy appearance, due to the large 

aperture and short focal length of the telescope. 

The latter is usually 9 to 14 inches in length. 

(6.) The Y-LeveL— Of the different varieties of 
instrument, that termed the Y-level is preferred by Araerican 
engineers. In this instrument the telescope is mounted on Y's, 
like those of the Y-theodolite. 

. A recent form of American Y-level, made by Messrs. Heller 
& Brightly, of Philadelphia, is shown in Fig. 68. The telescope 
rests on Y's, and is confined in them by clips iastened by binding- 
pins. The telescope is 17 to 20 inches long. It has at each end 



Fig-M. 
a ring of hell-metal ; by these it revolves in the agate bearings 
of the Y's, and can be clamped in any position. The spirit-level 
is attached to the under side of the telescope, and is provided at 
its ends with screws for horizontal and vertical adjustment. The 
level scale extends over the whole length, and is graduated into 
tenths of an inch. A clamp and tangent screw are connected, 
with the axis for moving the bar and telescope. 

(c) Tha Troughton Level.— In the Troughton and Simms' 
pattern of fixed telescope level, the brass case of the spirit-level 
is embedded in the top of the outer telescope tube. There are. 
no adjusting screws. These levels are made with telescopes of 
10 to 26 inches in length. 

The Adjustments of the Level are the same as those of the 
theodolite. They are as follows: — Tem/porary Adjuatmenta : 1. 
For parallax. 2. To place the vertical axis truly vertical by 
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means of the levelling-serewB. Permaneni Adjtuttments : 3. For 
collimation. 4. To make the spirit-leyel parallel to the line of 
collimation. 5. To place the teleseope and i^int4eyel perpendi- 
cular to the Tertical axis. 

The adjustment of the line of collimation in the Y-level is 
obtained by rotating the telescope on its collars. The pandlelism 
of the level to the Ime of collimation is obtained bj reveznng the 
telescope end for end on its Y's. 

The adjustments of the levelling-instrnments with fixed tele- 
scopes are not so simple, but they are much more permanent. 
In the dumpy level, the adjustment for collimation is made by 
the instrument-maker before soldering the telescope tube to the 
two blocks that support it. In this case, the adjusting-screws of 
the diaphragm should never afterwards be disturbed. To make 
the level and line of collimation parallel, a level piece of ground 
is selected, and afber levelling the instrument by means of the 
levelling-screws, it is directed to a staff held by an assistant at a 
distance of about 10 chains. The difference between the height 
read and that of the centre of the telescope above the ground is^ 
noted. The instrument and the staff are then made to change 
places, and the observation repeated. If the results agree, the 
level and the line of collimation are parallel. If they do not, the 
inclination of the telescope must be altered by means of the 
levelling-screws, and the bubble then brought to the middle of 
its tube by means of the adjusting-screws a, a (Fig. 56). 

(d) Cushing's Reversible Level. — On account of the inconveni- 
ence attending the adjustment for collimation in le veiling-instru- 
ments where the telescope is fixed, it occurred to Mr. Gushing,* 
Inspector of Scientific Instruments to the India Office, to make 
the eye-end and object-end of the telescope interchangeable. 
For this purpose he fixes to the internal tube of the telescope a 
gun-metal socket, which is turned and ground with a short 
conical fitting and wide flange to receive the eye-end, with its 
eye-piece and diaphragm. On the opposite end c^ the outer 
tube, a precisely similar fitting receives the cell containing the 
object-glass. Both ends are identical as regards the fitting, 
though the object-end is necessarily rather longer than the eye- 
end on account of its having to carry on the outside the cover or 
dew-cap. The line of collimation is adjusted by rerersing the 
collimation stop, which in this level is a glass disc with lines 
engraTed upon it by a fine diamond, instead of the ordinary 
cross-wires. 

The LeveDing-staff serves to measure the vertical distance^ 
from the horizontal line formed by the axis of the teleseope dowu 
*Min. Proc, Inst. C»B., vol. fix., 1880, p. 278. • 
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to the station on the groKod. Eermeviy the levslHa^-staff coo- 
sisted of a wooden rod, fumisbed witk & sliding: vane or target, 
irhich was msed or lo-wered hj the stiff bolder in lesponse to 
signals frnm the obBerrer. Bitch atavea an nov rarely uaed: 
The principal objection to which they are liable is that tfio 
obeerrer must depend on the stafT-holder to read the height 
oleerved, or if the Utter is not snfficiently intelligent to perfonn 
so important a daty, mnst himself go and read off the heig^ of 
the vane. In this way great loss of time is c«iised, and thei« is 
uncertainty in the results, as the vane may possibly hare shifted. 
in the meantime. 

A very perfect staff of this kind, known tm the New York 
target rod, is largely used in the United States. It is graduated 
to hundredths of a foot. To indicate where the horizontal line 
cuts the staff, a target is used, the face of which is divided into 
quadrants painted with two alternate colours. In the iace, there- 
is an opening a tenth of a foot long, through which the figures 
can be seen on the face of the rod. The right edge of the opening 
is provided with a vernier, by means of which the staff can b& 
read to thousandths of a foot. 

■ In order to avoid entrusting the reading of the staff to an 
attendant, Mr. W. Gravatt invented^* staff, the face of which 
was graduated distinctly enough for the observer himself to 
read off the figures through the telescope of his instrument. 
The sliding vane is thus dispensed with, and the staff-holder has 
nothing to do but to hold the staff vertical. 

The level ling-staff usually consists of three parts, sliding one 
within the other, and, when opened out for use, forms a staff 1+ 
to 16 feet in length. It is made of mahogany soaked in boiled 
oil, and painted with several coats of oil paint. The whole 
length is divided into hundredths of a foot, coloured alternately 
black and white, and occupying half the breadth of the staff. 
The patterns of levelling-stavea are very various. The form 
shown in Fig. 59, invented by T. Sopwith, F.RS., is that 
most frequently used. In this the feet are represented 
ty large red figures, the tenths are shown by odd black 
figures, and the hundredths are coloured alternately 
black and white. Between the odd figures represent- 
ing tenths, a black diamond is painted to indicate the 
alternate five-hundredths. The top of ©very figure 
represents its value. Of the black and white divisions, 
the bottom of each black space represents odd hun- 
dredths, the topeven hundredths. The staff is usnalljr 
14 feet in length, and divided into 3 parts, which, 
when drawn out, are held in positiou by a spring, clip 5^ S9, 
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at the back. When closed, they form a staff about 5 feet 3 inches 
in length, 3 inches wide, and 1^ inch deep. 
. An important modification has been introduced in the gradua- 
tion by Mr. A. G. Thornton, of Manchester. It consists in the 
repetition at each 3 inches of the number of feet in ' small red 
figures on the left of the staff. This improvement will be found 
very advantageous, especially with short lines of sight, as an 
exact reading can be taken on any part of the staff where the 
cross-wire falls, without the necessity of raising or lowering the 
staff It is important that the staff be held truly vertical while 
it is being read. To help the staff-holder in this, a small 
plummet is suspended in a groove cut in the side of the staff, by 
means of which its verticality can be determined in one direction. 
The observer himself can detect by means of the two vertical 
wires of the telescope whether it inclines in the other direction.. 
The plummet may be replaced by a round spirit-level, the 
tangential plane of which is perpendicular to the back of the 
staff. 

The error caused by the staff being inclined is considerable. 
Let h be the reading on the staff when it is held vertical, and h\ 
the reading when the staff is inclined at an angle of b from the 

vertical. Then y? = cos L and h* = i. Thus, if 3 = 2*. and 

h ' cos 5 ' ' 

4 

A = 4 feet, then h' = ns = 4-002 feet. 

cos 2 

If necessity should compel the staff to be used without a 
plummet or round spirit-level, it should be moved backwards 
and forwards by the staff-holder ; the lowest reading will be the 
most correct one. 

A triangular piece of sheet iron, about one-tenth of an inch in 
thickness, having the corners turned down, is used to rest the 
staff on. The corners are pressed into the ground. By means of 
this iron plate, the staff is kept on the same spot, and at the 
same height from the ground, while the observer is reading the 
back- and fore-sight. A chain and ring are attached to the plate 
for the convenience of the staff-holder in lifting it from the 
ground, and in carrying it from station to station. 

Mine Levelling-Staves. — For levelling underground, staves 
may be employed similar in construction to those used at the 
surface. They must, of course, be shorter. The best sizes are 
a 9-foot Sopwith staff to close down to 3 feet 6 inches, or a 
6-foot Sopwith staff to close down to 2 feet 6 inches. The staff 
is illuminated by means of a miner's candle or a safety-lamp. 



LEVELLING. 157 

Mr. G. J. Jee * has designed a usefal staff for colliery work. 
It consists of three lengths, sliding one into the other. The 
bottom length is graduated upwards in the ordinaiy way, and is 

3 feet in length. At the top of the first division of the staff is 
attached a 2-inch band, which is graduated upwards, and forma 
an accurate continuation of the scale on the lower division of the 
staff. The band passes over a brass roller attached to the top 
division of the staff, and thence is carried down and wound 
round a brass drum, fixed just below the roller, to the top of 
the same length of the staff, the band being kept in tension by 
means of a box-spring attached on one side to the axis of the 
cylinder. It is thus evident that when the second length of 
the staff is drawn; out, the band unwinds and gives a con- 
tinuous reading' up to 5 feet 8 inches, or to any intermediate 
distance that the height of the roof will allow. In the same 
way when the third length is drawn out, a continuous reading 
may be obtained up to 9 feet, or to any intermediate distance 
required. ' The weight of the staff is 5 lbs. It is manufactured 
by Messrs. J. Davis & Son, of Derby. 

' The clumsy contrivances used in the St. Gothard tunnel 
induced Professor M. Schmidt,t of the Freiberg School of 
Mines, to devise a staff specially adapted for levelling in mines. 
It consists of two staves, each 5 feet in length. The front one 
is graduated, whilst the second acts as a pedestal. The two are 
joined together by two clamps and screws, in such a way that 
the graduated staff may slide along the pedestal for a distance of 

4 feet.' The graduated staff is backed with an iron plate drilled 
with small holes, corresponding to its graduation. Into these a 
steel pin on the pedestal works automatically with a spring, 
whenever the graduated staff is drawn in or out. A pointer is 
attached to the pedestal at a given height (e.g,, 4 feet), when the 
graduated staff is pushed home. When the latter is drawn out, 
the reading, less the difference between the foot and the pointer, 
added to the constant height, denotes the height of the line of 
sight above the foot of the staff. ■ 

Attached to the side of the staff, is a portable reflector lamp 
for illuminating the scale. It can be raised or lowered at will, 
and its reflector is so placed that as much light as possible falls 
upon the scale, whilst the flame itself is kept out of sight. In 
miiies where the ground is stony or soft, a cast-iron shoe with a 
hemispherical steel head is placed under the staff. 

For rough levelling in metalliferous mines, a levelling instru- 

*CoUiery Ouardian, vol xxxviii., p. 676, 1879. 
+ Oesterr, ZeiUchr, vol. xxix., p. 295, 1881. 
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>ment may be madd oat of an ordinaiy carpentei^s level, fitted 
with sights, and made to fit on the dial tripod. The staJQf used 
in coBJimction with this instrument may be made out of a pieee 
of planed deal, 3 inches in widlih, marked into lines repreaenting 
feet and inches by means of a piece of red-hot hoop iron. Tba 
numbers of the feet may also be bumt-in in bold Roman figures, 
erery half foot being iiidicated by a longer line. The level 
having no telescope, ^e reading of the staff has to be eAtnisted 
to the staff-holder. 

For very accurate levelling, Borchers' vane-rod is generally 
used in the Continental mines. To enable this contrivance to be 
used, all the station-points must be marked by small hooks fixed 
into the roof of the underground road. The contrivance consists 
of a steel rod, rectangular in section, 5 feet 5 inches in length, 
provided at its upper end with a movable hook. . The rod ia 
graduated into inches, the graduation proceeding from the inside 
of the hook to the lower end of the rod. Up and do'^n the rod 
'Slides.a sheet-iron circular vane or target, 8 inches in diameter, 
which may be clamped at any height. At right angles to thq 
longitudinal a^s of the rod, a line is scratched through the 
centre of the vane. With their centres truly on this line, three 
•circular apertures are cut, two 0*4 inch in diameter, and one 0*07 
inch in diameter. In front of one of the larger openings a 
piece of ground glass is fEistened. To the back of the vane a 
vernier is fastened with its zero coinciding with the horizontal 
line scratched on the vane. . 

In levelling, the rod is hung from a hook in the roof of the 
mine-road, and the vane placed at right angles to the line of 
sight. For very short station-lines, the fiame of a miner's lamp 
is held behind the small hole, and the vane moved up or down 
until the horizontal cross-wire of the telescope coincides with 
the point of light sighted. For greater distances of 60 to 200. 
yards, the aperture covered with ground glass is used if the air 
is clear; with still greater distances the uncovered aperture is 
used. Very long station-lines are not to be recommeiided, on 
account of the difficulty of communicating with the assistant. 

This levelling-rod is exceedingly simple. It hangs perpendi^ 
<;ularly by its own weight, and, unlike wooden staves, it is not 
affected by the water and dirt in the mine. At the same time 
it presents the advantages of 6nB adjustment, exact reading, 
and great rapidity. 

FrQiCtice of Levelling.— If it is required to determine the differ- 
ence of level between two points not very far apart, this may be 
done by aimpie levdUng, For this purpose, the levelling-in^tru- 
onent is set up midway between the two stations A and B, Fig. 
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^0« Wiiii the bubble remaining umnoved ixx' the middle of its-. 

tube, ihe telfifiCQ|>e is directed towards 

a staff held vertically at A, and the 

reading h noted. The staff is then held 

vertically at B, and the telescope di- 

rected towards it, the reading h' being 

noted. The difference of level between 

the two points A and B is then h - A', and 

B is higher than A when h is greater 

than h\ The difference of level is thus 

determined by two readings on the staff, one with the telescopa 

directed backwards towards the staff at A, and the other with 

the telescope directed forewards to the staff at B, or, in other 

words, by means of a back-sight and a, /ore-sight. 

In order to obtain the greatest accuracy, the instrument is set 
up as nearly as possible midway between the two stations A and 
B. The advantage of thus placing the instrument is that the 
instrumental errors and the errors due to the curvature of the 
earth and to refraction are neutralised. 

Let the instrument be set up at m, Fig. 61, so that ma = m6, 
and let a 6 be a horizontal line. Then if all the sources of error 
act in such a way that the optic axis of the 
telescope directed towards the staff at A 
gives an angle, amd, with the horizon- 
tal line, the cross-wires of the telescope 
will not coincide with the point a, but 
with the point d, and on directing the 
telescope to the staff at B, the cross-wires 
will coincide not with point b, but with c. 
The same causes being at work in both positions of the telescope, 
the angles amd and bmc must be equal. Because ma = mby 
ad = be. The difference in level is equal to ^ - h\ that is (A a -h 
a c?) - (B 5 + 6 c). It is here assumed that the condition of the 
atmosphere is the same with the fore-sight as with the back- 
sight, and thus the refraction is the same in both cases. 

The influence of the curvature of the earth's surface is depen- 
dent on the radius of the earth, r, and on the length of the 
station-line L Imagine an arc of a circle to be described passing 
through the telescope axis A, Fig. 62, 
and with the centre of the earth as 
centre. The arc will intersect the 
staff set up at B in the point 0. The 
curvature in the figure is of course 
very much exaggerated. The hori- 
zontal line passing through A, inter 
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sects the staff at the point D. Thus, A is the true horizontal 
line, A D the apparent horizontal line, and D the depression 
of the true below the apparent horizontal line. Then the cor- 
rection for curvature is - C D, a third proportional to the 
earth's diameter and distance between the level and the staff. 

CD is thus equal tOTr . For a distance of 1 mile this correction 

is 8 inches, or two-thirds of a foot. Two-thirds of the square of 
the distance in miles will be the amount of the correction in feet. 
The error D is diminished by the refracting action of the air, 
as the real line of sight is a curved line, in which light proceeds. 
The curve being concave downwards, the point D is not seen at 
the cross-wires of the telescope, but the point E. With a calm 

dear atmosphere, D E is equal to 0-1348 D, or 0-1348 -^. 

The coefficient 0*1348 is the mean of the determinations of 
several physicists. 

The total error due to the curvature of the earth and to 

refraction is thus ^ - 0-1348 ^ = . The earth's dia- 

meter being equal to 41,778,000 feet, the correction for curvature 
and refraction per mile would be 

' 0-4326 X 52802 ^ 20,889,000 = 0-577 foot = 6-92 inches. 

At distances up to 10 chains, the errors produced by curvature 
and refraction are so small that they may be neglected. 

In crossing over a deep valley it is sometimes advisable to set 
up the level at one of the points A and the staff at the other 
point B, in which case the height of the centre of the instrument 
above the ground must be measured. The difference of level d 
will then be equal to the height of the instrument * above the 
ground, less the reading on the staff A — that is, c2 = « — A. If 
the correction c for curvature and refraction has to be taken into 
account the formula becomes 

c? = i - (A - c) = t — A + c. 

If the instrument is placed at £, and the staff at A, the difference 
of level is 

df = A' - c - i'. 

The mean of these two values gives the difference of level 
independently of all correction — 

A' - A i-i* 
^ = — 2~" "^ ~2~'* 
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"When the distance is too great or the ground too much 
inclined for the difference of level to be determined by on© 
operation, recourse must be had 
to compound levelling, a process 
consisting of several simple 
levelling operations. The differ- 
ence of level of each two succes- 
sive points is determined in the 
way described. Fig. 63 gives Fig. 63. 

an example of compound level- 
ling. By setting up the levelling-instrument at the three 
stations, the following values were obtained : — 

Back-sight. Fore-Sighl. 

Feet Feet. Feet 

LAD= 6-71 BE = 3*92 Rise from A to B = 2-79 

II. CF = 7-86 CG = 2-41 Rise from B to C =6-45 

m. H C = 2-84 DI = 6-39 Fall from C to D = 3-56 



17-41 12 72 Rise =4-69 

If the back-sight is greater than the fore-sight, the ground 
rises. If the fore-sight is greater than the back-sight, the 
ground falls. The rises being regarded as positive, and the 
falls as negative, the algebraical sum gives as the result of the 
levelling that D is 4*69 feet higher than A. The same result 
is obtained when the sums of the back-sights and of the fore- 
sights are taken, and the smaller sum subtracted from the 
larger. Thus 17*41 - 12-72 = 4-69. The difference obtained 
is difference in level between the end points. It indicates a rise 
when the sum of the back-sights is the greater, and a fall when 
that of the fore-sights is the greater. 

This is the method of conducting a Jlying-level — ^that is, a. 
levelling operation merely to determine how much one point ia 
above or below another. If, for example, it is required to deter- 
mine what thickness of strata there is, at a certain point A at 
the surface, above the present workings in the mine below it^ 
the depth of the shaft is measured, and levelling commenced 
at the bottom of the shaft and continued to the point under- 
ground directly below A. A flying-level is then made at the 
surface from the shaft to A. The depth of the shaft being 
known, the thickness of the strata at A can be calculated from the 
rise or fall determined at the surface and underground. Thus, 
if the shaft is 300 feet deep, and the point underground is found 
to be 5 feet lower than the bottom of the shafts whilst the point 

II 



162 



MINE-SXmVSYING. 



A at the surface is found to be 40 feet higher than the top of the 
shaft, the thickness of the strata at A will be 300 + 5 + 40 =» 
345 feet. 

Section-levelling. — ^When a section of the gro^und is to be drawn, 
the distances between the several stations Imust be carefully 
measured. The levelling-instrument should be placed as near as 
possible midway between the two stations, and the levelling is. 
then conducted in the manner described. To facilitate the. 
plotting of the section, the vertical distances of the points are 
calculated above an assumed level-line called the datumrline. 

The observations are recorded in the levelling-book in the 
{following manner : — 

FORM OP RECORD L 



No. 


Back- 
sight 


Fore- 
Sight. 


BlBe. 


Fall. 


Height above 

Datum 

60 00. 


DiBtMice. 


Bemuks. 




A 


5-49 


0-06 


6-43 


••• 


55-43 


Chalnii. 
1*60 






B 


4-32 


2-24 


208 


... 


57 -51 


4*70 






C 


8*40 


1-52 


6*88 


... 


64-39 


912 






D 


3-21 


7-42 


... 


4-21 


60-18 


10*36 






E 


1-41 


6-50 


... 


5-09 


55 09 


13*96 






F 


1-68 


4-53 


••* 


2-85 


52-24 


16*38 


1 




G 


7-20 


0-22 


6-98 


... 


59-22 


19*98 






H 


12-60 


9-61 


3 09 


»»• 


62*31 


24*98 


t 




J 


9-51 


0-33 


918 


... 


71-49 


29-18 






K 


602 


4-18 


0-84 


... 


72*33 . 


32*78 


1 




L 


508 


4-02 


1-06 


... 


73*39 


36-36 






M 


601 


307 


2-94 


... 


76-33 


40-68 






N 


6-82 


400 


2-82 


•«• 


79*15 


45-73 






• • • 


76-75 


47-60 


41-30 


12-15 


-50*00 


• • • 






• 


... 
1 


29-15 


.*.> 


29-15 


29*16 


• 
•• r 
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The starting-point is 50 feet above the datum-line, which in this 
case was the level of the high-water mark at London Bridge. 
The column headed ** Height above Datum " contains the abso- 
lute height of each forward station above the horizontal line 
passing through the high-water mark. The numbers are ob- 
tained by taking the algebraical sum of the rises and falls, the 
former being considered positive, and the latter negative. 

As a test of the accuracy of the arithmetical work, the columns 
of back- and fore-sights should be added up, and the smaller sum 
subtracted from the larger. The result should agree with the cal- 
culated height above datum. Another test is afforded by adding 
up the rise and fall columns, when if, upon subtracting the smaller 
£um from the greater, the remainder is the same as that obtained 
by the two other operations, there can be no doubt that the levels 
have been correctly calculated. Thus, in the example given, the 
height of N above the starting-point is 79*15 - 5000 = 29-15 
feet. The sum of the back-sights being 76*75, and that of the 
fore-sights 47*60, the difference also gives 29*15 feet as the height 
of N above the starting-point. Lastly, the sum of the rises is 
41-30, and that of the falls 12-15, the difference being 29*15 feet 
;as before. 

In order to make a correct section of a continuous surface, the 
levels of a series of points may be determined with the instrument 
at one station. The first and last observations are then the 
principal back- and fore-sights respectively. Thus, in Pig. 64> 



V 1 

1 ^ A L 

5r — r'Tf ^<J^ 



Fig. 64. 

A. is a station where the instrument is set up, and 5 A c is the 
line of sight. The first back-sight is taken with the staff at the 
starting-point B, of which the height above the datum-line is 
known. The reading on the staff is B6, or 2-95 feet. The first 
fore-sight is taken with the staff at 0, giving the reading c, or 
0*58 foot. Between the points B and 0, several intermediate 
sights are taken. The first intermediate-sight, taken with the 
stieiff at the point marked 1, is at the same time a fore-sight to B, 
And a back-sight to the point marked 2 ; 3 is a fore-sight to 2 and 
•a back-sight to 4, and so on with the other points. When the 
level is carried on to a new station D, the assistant holds the 
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staff steadily at 0, at exactly the same point as it was for the 
fore-sight from A. The first back-sight Oc is taken, and the 
process repeated until the fore-sight Ee, or 1-01 foot, is taken. 
The staff is then held stationary until the levelling-instrument is 
moved on to the next station. 

The readings are recorded and reduced in the maimer shown 
in the following example : — 

FORM OP RECORD II. 



No. 



1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 



Back- 
sight 



2-95 

3-99 

4-90 

3-99 

3 08 

1-07 

1-88 

5 00 

5-52 

1-23 

8-20 

7-30 

6-50 

2-08 

1-81 



59-50 



Fore- 
Sight. 



3-99 

4-90 

3-99 

3 08 

107 

1-88 

5-00 

5-52 

1-23 

0-58 

7-30 

6-50 

208 

1-81 

1*01 



49-94 
9-56 



Blse. 



Fall. 



0-91 
0-91 
201 



Height above 

datum 

100 00. 



4-29 
0-65 
0-90 
0-80 
4-42 
0-27 
0-80 



15-96 



104 
0-91 



0-81 
312 
0-52 



6-40 
9-56 



98-96 
98 05 
98-96 
99-87 
101-88 

101-07 
97-95 
97-43 
101-72 
102-37 
103-27 
104 07 
108-49 
108-76 
109-56 



- 100-00 
9-56 



Distance. 



Linka. 
35 

90 

125 

165 

220 

245 

295 

335 

400 

420 

455 

515 

5S0 

635 

740 



Bemarks. 



The first back-sight and last fore-sight of each line of sight are the 
most important in point of accuracy. Any error made in taking 
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an intermediate sight affects that line only, whilst any error in 
the back-sight or fore-sight is carried on throughout the section. 
In order to correct for curvature and refraction, the first back- 
sight and last fore-sight of each line should be at points as nearly 
as practicable equidistant from the instrument. 

In recording the readings in the levelling-book, a separate 
column may be used for the intermediate sights. The readings are 
reduced, and the computations checked in the manner shown in 
the following example : — 

FORM OF RECORD III. 



No. 


Back- 
sight. 


Intermediate. 


Fore- 
sight. 


Rise. 


Fall. 


Heiffht above 
datum 
10000. 


Totol 
Distance. 


1 


2-95 


3-99 


.*• 


• • • 


104 


98-96 


Links. 
35 


2 


.«. 


4-90 


... 


• • • 


91 


98 05 


90 


3 


• «• 


3-99 


... 


91 


• • • 


98-96 


125 


4 


... 


308 


..• 


0-91 


• • • 


99-87 


165 


5 


... 


1^7 


••• 


201 


• • • 


101-88 


220 


6 


.•• 


1-88 


... 


• •• 


081 


101-07 


245 


7 


••• 


6 00 


... 


• • • 


312 


97 95 


295 


8 


... 


6 52 


... 


• •• 


0-52 


97-43 


335 


9 


..• 


1-23 


... 


4-29 


• • • 


101-72 


400 


10 


•*• 


••• 


0-58 


0-65 


• • • 


102-37 


420 


11 


8-20 


7-30 


... 


0-90 


• • • 


103-27 


455 


12 


... 


6-50 


... 


0-80 


• • • 


104-07 


615 


13 


. • • 


2 08 


... 


4-42 


• • • 


108-49 


580 


14 


.•* 


1-81 


* • • 


0-27 


• •• 


108-76 


635 


15 


... 


..• 


1-01 


0-80 


• • • 


109-56 


740 


■ • • 


11-15 


••• 


1-69 


15-96 


6*40 


- 10000 


• •• 


• • • 


••• 


••* 


9-56 


••• 


9 56 


9 56 


• •» 
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In this way a large amount of unnecessary addition is avoided. 

There is a third method, known as the coUimation method, of 
reducing levels. It saves one column of figures, and is easier to 
work out, as the distinction between rises and &Ils is not con- 
sidered. The following is the form of record :— 

FORM OF RECORD IV. 



Back- 
sights. 


Inter- 
mediate. 


Fore- 
BightSL 


Height 

of Line of 

CoUimation 

above Datum. 


Height of 

Surface above 

Datum. 


Distances. 


Total 
Distances. 


015 

••• 
••• 

5-49 

••* 
.•• 

. • • 


•*• 

4-80 
3-80 

• •• 

5-44 
9-25 

•• • 


••• 

••• 

• •• 
8 00 

••• 

••• 
9*64 


206-04 

•*• 

••• 

203*53 

*• • 
••• 

••• 


205-89 
201-24 
202-24 
198-04 
198-09 
194-28 
193-89 


Chains. 
0-00 

1-00 

1-00 

1-00 
100 
1-00 
1-00 


Clialns. 
38 00 

39-00 

40 00 

41-00 

42-00 

43 00 

44-00 


5-64 
12-00 


••• 
... 


17-64 

• • • 


... 


-12-00 

• • • 


... 
... 


• • • 

• •• 



A modification of this form of booking will be found advan- 
tageous for levelling in mines. Only two columns are used for 
entering the heights observed on the staff. The intermediate 
and fore-sights are placed in one column, the latter being disr 
tinguished by being underlined. The reduced levels for the 
"height above datum" column are obtained in the following 
way: — Add the back-sight to the reduced height for coUima- 
tion and subtract intermediate and fore-sights. • On reaching a 
fore-sight, the next back-sight is added to the reduced height at 
that point, when the intermediate and fore-sights are subtracted 
as before. 

Should it be required to work out the levels backwards, the 
rule is : — Add the fore-sight to the reduced height for coUimation 
and subtract intermediate and back-sights. 

On reaching the bottom of a page in the levelling-book, if there 
is no necessity to move the instrument, the last intermediate 
sight is booked as a fore-sight at the bottom of the page, and 
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again as a back-sight at the top of the following page. By sa 
doing, the same number is added to, and subtracted from tina 
coUimation height, and consequently the reduced heights are 
not affected. The accuracy of the calculations is ascertained in 
the ordinary way, by adding all the back-sights and all the fore- 
sights, and subtracting the smaller total from the larger one. 

The advantages of this method, especially for underground 
levelling, are apparent, as it necessitates the writing of fewer 
figures. The form of record for this system, recommended by 
Mr. H. W. Hughes, is shown by the extract from his levelling- 
book of a South Staffordshire colliery given on p. 168. 

Bench Marks. — When a section has been completed, it is 
generally necessary to check its accuracy by repetition. To do 
this, it is advisable in levelling to follow the shortest route, and 
to level at intervals to some known points on the exact line of 
section. The points thus selected are usually bench marks. 
These are fixed points of reference, the levels of which are known. 
In the Ordnance Survey of Great Britain, the bench marks are 
generally chiselled on some permanent stone slab, pillar, or wall. 

The form of mark for them is the broad arrow /t<. In level- 
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ling on long lines of section, a bench mark is generally made at 
every quarter of a mile, so that any error in the operation may 
not involve re-levelling the whole line. By referring to the maps, 
of the Ordnance Survey, the heights may be found of the bench 
marks above the datum-line (the level of mean tide at Liverpool). 

In collieries it is the general practice to record the levels of 
the works from some fixed datum near the shaft, as, for example, 
the flat sheets at the top or bottom of the shaft, the delivery of 
water from the high set of pumps, or some other fixed point. 
Mr. J. A. Bamsay * proposes to take or continue the Ordnance 
levels into the workings. In the Ordnance bench mark tho 
broad arrow points upwards to a horizontal line. To make a 
distinction, it is suggested that as soon as the levels become lower 
than the datum line or sea-level, the broad arrow should be 
reversed. The levels obtained in this way may be written upon, 
the plan in plain figures at particular points on the main roads,, 
and, when necessary, may be continued into the face of the off- 
workings. 

Mr. Bamsay gives the accompanying extract from his level- 
ling-book to illustrate the method he proposes of continuing the 
Ordnance levels into the workings of a colliery. (See p. 169.) 

*Tran$, iT. Eng. JtutM,!!^ voL xx., 1S70, p. 73. 
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FOKM OF KECORD V. 



Back- 
Sight 



0-70 



0-13 
013 
0-88 

4*55 

400 

518 
4-50 
5-29 
3-80 

6-68 
415 



4-48 



3*93 



Fore and 
Inter- 
mediate 
Sights. 



2-98 
5 74 

5 08 

6-37 

2-94 
535 

4-96 
375 

4-30 
018 

0-30 

016 

005 

01 

001 

4 50 
2-35 
2-75 

4*46 
3 64 

311 
4*08 
515 
5-30 



Reduced 
Heights. 



102-72 

100-44 
97-68 

92-73 

86-49 

84-43 
82 02 

81-61 
82-82 

82-52 
86-64 

91-52 

95-86 

101-10 

104-89 

11146 

11111 
113-26 
11286 

112-8S 
113-70 

114-52 
113-55 
112*48 
112-33 



Distance. 



Feet. 
5,466 

5,500 
5,544 

5,600 

5,671 

5,700 
5,761 

5,800 
5,823 

5,900 
5,966 

6,015 

6,048 

6,078 

6,111 

6,136 

6,251 
6,348 
6,402 

6,517 
6,623 

6,781 
6,803 
6,921 
7,017 



Semarks. 



I Datum 100 feet below inset, distance 
measured from pit shaft. Section 
of coal— Coal, 3' 9* ; dirt, 0' 5" ; 
coal, 3' 2"; floor composed of clay. 

floor of coaL 

3" up coal. 

floor of coal. 



»> 



>» 



3" up coal. 

5" below coaL 

floor of coaL 

foot of fault, rise about 9 yards, fault 
hades 15^ 



crossing measures below coaL 



floor of seam. 

1' 0" above bottom of coaL 

O'e" 



i> 



19 



floor of seam, road to left. 
2" above bottom of coal. 

floor of coaL 



99 



*» 



3*^ below coal. 



Proof.— ToM fore-sights = 38 69; total back-sights = 48-30. Difference 
(viz., rise) = 9'61, which, added to 102-72, the reduced height at 5,466» 
gives 112-33, the reduced height at 7,017. 
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No. 



1 
2 
3 



1 
2 
3 

4 
5 



8 

9 
10 
II 

12 

13 
14 
15 
16 

17 

• • • 



Back- 
light. 



331 
402 
2-60 



Fore- 
Sight. 



6-85 
594 
5-19 
504 
3-75 

2-53 



000 
3-45 

3-97 

2-89 
2-06 

1-95 

315 
400 
4-73 
326 
2-76 

6162 
25-94 



5-08 

11-00 

4-40 



694 
5-19 
504 
329 
505 

5-64 



20-69 

211 

2-34 
386 
4-49 

4-82 

415 
3-37 
303 

3-84 
4-71 

87-46 



Rise. 



0-91 
075 
0-15 
1-75 



1-34 



1-63 



0-63 
1-70 



8-86 
25-94 



Fall. 



1-77 
698 

1-80 



51891 



Datum. 



130 



301 



20-69 



097 
2-43 

2-67 
1-00 



0-58 
195 

34-80 



85-90 

8413 
77-15 
7635 



44356 



442-65 
44190 
441-75 
440-00 
44130 

44431 



46500 

463-66 

46203 
463-00 
465-43 

468-30 

469-30 
468-67 
466-97 
467-55 
469-50 



Dist. 



90 
129 

165 
210 
276 

354 



381 
425 

462 

607 
555 

600 

657 

705 
780 
840 
885 



Bemarka. 



( Ordnance B.M.OQ north' 
( east corner of watch house 



The flat sheets on lip of pit. 

Take Depth of the Pit with 

100 feet Chain. 

Depth, 518 ft 11 in.=618 91. 

Less surface height above 

datum. 

/ Flat sheets at bottom of pit; 
J reversed Ordnance B.M. 
] cut into stone walling, 
V side of pit. 

Level down Cross-cut to make 
iSection for Engine Plane. 

7-9 ft. high— Hard post cover. 

75 do. do. 

80 do. do. 

60 da Blue metal cover. 

53 do. do. timbered 

On the brow of large down- 
throw trouble, measure 
down, with straight edge 
and plumb-line— 

Dist.— 6 ft. + 5i ft 4- 3J ft. 
+ 6ft-l-6ft=27ft 

j Down,4-33+4-45-|-3-39-h3-32 
t +520=20-69. 

4 ft high— Roof very jointy 
and bad— top coal left on. 

4-3 full height of seam, bad 
roof, closely timbered. 

4*6 do. do. do. 

5-0 better roof, timbered in 
places only. 

5*0 ordinary height of seam 
—good roof. 

50 do. 



{ 



60 
6-0 
5-0 
60 



do. 
do. 
do. 
do. 



do. 
do. 
do. 
do. 
do. 
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{e.) The Eeflecting Level.— For rough surfiace levelling, the 
reflecting level may be used. It consists of a small sighting- 
tube, with a bubble-tube set above it. It is so arranged that 
the bubble is seen through the bottom of its tube, and reflected 
by a mirror into the sighting-tube. An instrument of this 
kind, invented by Abney, is also useful as a clinometer. In 
this instrument, the bubble-tube is fastened to an arc 2} inches 
in diameter. In taking a level, the vernier, fastened to a bar 
at right angles to the spirit-level, is set to the zero of the vertical 
arc. On looking through the tube, the object observed will be 
level with the eye when it is intersected by the bubble. The 
results obtained are very satisfactory. Like all reflecting instru- 
ments, this level is useless in the bad light of a mine. 

Sources of Error in Spirit-Levelling. — There are four sources of 
error in levelling — 1, Errors of observation; 2, instrumental 
errors; 3, errors from unstable supports; 4, atmospheric 
errors. 

Errors of observation are mostly unavoidable, and arise chiefly 
from the bubble not being carefully centred. Instrumental 
errors are due to the instrument not being in adjustment, and 
to the staff not being vertical. Errors from unstable supports 
can only be eliminated by duplicating the levelling in the 
opposite direction, and by taking the mean of the results. At- 
mospheric errors arise from wind, tremulousness of the air 
in clear sunny weather, and variable refraction due to sudden 
bursts of sunshine on the line. 

A waterproof cloth should be thrown over the level in case of 
rain. Staves should be wiped dry after being exposed to the 
rain, placed horizontally to prevent warping, and occasionally 
compared with a standard length. 

Accuracy Attainable in Spirit-levelling.— Mr. W. Seibt arrives. 
at some interesting results, calculated from observations made 
under ordinary conditions. His telescope of 18-inch focal length 
had a magnifying power of 42, and an object glass of If-inch 
aperture, besides a very sensitive spirit-level. The instrument- 
was always set up between the back and forward staves, and the 
observations taken by one central cross-wire ; both ends of the 
spirit-level being read at each observation. Observations were 
only made in still clear weather ; the back- and fore-sights being- 
taken as soon as possible after one another. Each complete 
observation occupied 6 minutes, and 24 pairs of observations, 
were taken at each station. Although the mine-surveyor is 
rarely in a position to use an instrument as delicate as that 
described, the results arrived at are of interest for the sake of 
comparison. 
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The mean error m, in an observation consisting of a back- and- 
fore-reading, was found to be as follows : — 

At 50 metres (164 feet) ± 028 millimetre (0011 inch). 

100 „ (328 „ ) ± 0-62 „ (0-024 „ ). 

150 „ (492 „ ) ± 071 „ (0028 „ ). 

200 „ (666 „ ) ± 0-91 „ (0035 „ ). 






The distance for observing should be limited by the capacity 
of the observer and of his instrument. It will always be rightly 
chosen when it is extended as far as the nature of the ground to- 
be levelled will allow, and on the other hand, when it is so short 
that no trace of air movement is noticeable through the tele- 
scope, and the graduation of the staff is presented as a perfectly 
stationary and sharply-defined image. If this principle is acted 
on, it is asserted that the mean error per kilometre should not 
exceed 0*64 millimetre, as in extensive levelling operations the- 
line of sight does not usually exceed 100 metres. 

At the second International Geodetic Conference it was de- 
cided that the probable error in the difference of level between 
two points, 1 kilometre apart, must not, as a rule, exceed 3 milli- 
metres, and in no case exceed 5 millimetres. According to the 
report of the United States Coast and Geodetic Survey, on the 
line from Sandy Hook to St. Louis, 1009 miles in length, the 
probable error per kilometre was 1*2 millimetre. 

Plotting Sections. — In order to plot a section from the reduced 
levels as entered in the levelling-book, it is first necessary to 
rule a straight line to represent the datum-line from which the 
heights are calculated. Along this line the horizontal distances 
between the points are marked off, and at each point a line is 
drawn at right angles to the datum-line. Along the lines thus 
obtained, the vertical heights are marked off, the figures given 
in the "height above datum" column being used for this purpose. 
In marking off on the datum-line each distance separately, any 
error made is carried forwardsL To remove this source of error, 
it will be found advisable to add the measured lengths together 
so as to obtain the absolute distance of each station from the 
starting point. 

As a rule, in plotting a section two scales are used, one for- 
the horizontal distances, and the other for the vertical heights 
and depths. An exaggerated representation of the section is 
thus obtained. By making the vertical scale much greater than 
the horizontal one, the depths of cutting and embankment 
required are shown with greater clearness than if both scales. 
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are the same. The section shown in Fig. 64 is plotted on a 
horizontal scale of 3 chains to the inch, and a vertical scale of 
30 feet to the inch. 

Sections of the main ways in collieries are usually plotted on 
a horizontal scale of 2 chains to the inch, and a vertical scale of 
20 feet to the inch. As a rule, the scale for the horizontal 
distances should be the same as that of the plan with which it 
corresponds. 

Sections may be plotted with great rapidity by means of 
Marquois scales. These consist of a right-angled triangle, the 
hypothenuse of which is three times the length of the shorter 
side, and two rectangular scales of equal parts, each with two 
scales, a so-called artificial scale placed close to the edge, and a 
natural scale immediately within this. The divisions on the 
artificial scale are three times the size of those on the natural 
scale. The latter is a simply divided scale of equal parts, with 
the divisions numbered from left to right. In the artificial scale 
the zero is placed in the middle of the edge of the rule, and the 
divisions are numbered both ways from that point to the two 
ends of the rule. A pair of Marquois scales usually has scales of 
30, 60, 25, 50, 35, 45, 20, and 40. The triangle has a short line 
drawn perpendicular to the hypothenuse near the middle to 
serve as an index. 

To draw a line parallel to another, one of the rulers is laid on 
the paper, and the short side of the triangle placed against it, 
when parallel lines may be drawn by sliding the triangle up or 
down. 

To draw a Hne perpendicular to a given line from a given 
point in it, the shortest side of the triangle is made to coincide 
with the given line, and the ruler placed against the hypothenuse. 
The triangle is then slid along the rule, until a line drawn 
along the longest side of the triangle passes through the given 
point. 

With these scales the sight is assisted by the divisions on the 
artificial scale being so much larger than those of the natural 
scale to which the section is drawn, and any error on the setting 
of the index produces an error of but one-third the amount in 
the section. 

For the purpose of receiving the plotting of sections, a special 
kind of paper is prepared, on which faint lines are printed, 
dividing it horizontally and vertically into one-twentieths of an 
inch. By the use of this section-paper, much time is saved, as 
no scale is required. 

(/.) The Water-Level is a very simple instrument which, when 
necessary, may take the place of a more elaborate levelling- 
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instrument. It requires no adjustment; it may be made by any 
intelligent workman at very slight expense; and in short dis- 
tances no serious error can be made when using it. It consists 
of a horizontal tube made of tin-plate or brass, terminated at 
each end by a vertical glass tube in which the surface of a liquid 
gives a horizontal line. By means of this line, the vane of a 
levelling-staff is adjusted to the right height. The tube is made 
so as to revolve on a light portable stand. 

A water-level {chorobatea) is described by Vitruvius {de Archi- 
tectural viii. 6), as used in the construction of the Roman 
aqueducts. It consisted, not of a tube, but of an open trench 
5 feet long, 1 inch wide, and 1} inch deep, cut in a plank 20 
feet in length. It was adjusted until the water was at the same 
height from the top at each end. The plank was provided with 
legs accurately at right angles to it. They were of equal length, 
and rested on the line to be levelled. 

The water-level was in common use in the Derbyshire lead- 
mines in the 17th century. The method of levelling then em- 
ployed is described by Thomas Houghton, writing in 1681, as 
follows: — 

" The Instrument for this purpose may be like the following — 
viz., a Water Stand, with one or more Channels, which the 
Miner may make himself, upon an old seasoned Joyce, cutting a 
Mortess therein, a yard long, or more, as his own Discretion 
directs, plaining the same very well and even." 

The observer sights through a hole above the water channel, 
at a staff 6 yards long ; the staff being moved until the top of 
it can be seen. The instrument is then moved to the place 
occupied by the staff, and the operation repeated, " till you have 
finished the whole, and come to the Place where you intend to 
begin your Sough [adit level] : then reducing your Poles into 
Fathoms, compare them with the depth of your Mine, and thus 
you may know whether it will lay it dry or no." 

A modification of the water-level has recently been employed 
with success by Dr. Luigi Aita, of Padua. His instrument 
consists of two levelling-staves, in front of each of which a glass 
tube, 7*87 inches long and 0*79 inch in diameter, slides up and 
down. The two glass tubes are connected by an india-rubber 
pipe, 30 yards in length. At one end of the india-rubber tube 
is a stopcock, by means of which the connection between the two 
glass tubes may be interrupted. When in use, one glass tube 
and the india-rubber pipe are filled with a coloured liquid, the 
staves are set up at the two stations, and the glass tubes raised 
approximately to the same height at both staves. The stopcock 
is then carefully opened, the fluid will stand at the same level 
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in both glass tulles, and its position can be read set both staves. 
With this instrument a mile may be levelled in 6 hours. For 
levelling in narrow, crooked, and partially fallen-in working, 
this instrument offers great advantages. 

In mines where the seams are thin and inclined, the use of 
the telescope-level is attended with great inconvenience. For 
this work, Mr. T. L. Galloway and Mr. 0. Z. Bunning* have 
introduced a modification of Aita*s water-level. The apparatus 
consists of two glass tubes connected by an india-rubber pipe, 
which may be of any convenient length from 10 yards upwards. 
Each glass tube is attached to a scale graduated into feet, tenths 
and hundredths in the same way as the ordinary levelling-staff. 
TThe tubes are filled up to the centre of each scale with coloured 
water. The scales being held vertically upon any sloping 
•surface cmd at any distance apart that the length of pipe will 
admit, the difference of level between the stations at which the 
scales are held will be represented by the difference of the 
readings denoting the position of the coloured liquid in each 
tuba 

In order to remove the source of error arising from the 
presence of air-bubbles in the liquid, a stopcock is fitted at each 
end of the india-rubber pipe. These stopcocks being closed 
xinder water prevent all oscillation while the apparatus is being 
carried from station to station, so that there can be no possibility 
of the intrusion of air-bubbles. Falls of stone, sudden bends in 
the road, or timbering, obstacles so frequently interrupting the 
line of sight in levelling underground, present no difficulty with 
this apparatus, as it is obviously as easy to proceed over or 
around any obstacle as to advance in a straight line. The 
instrument has been used in mines under the most difficult 
•circumstances, and has been found to answer in all cases 
exceedingly well, the saving in time being very consider- 
able. 

Trigonometrical Levelliog. — ^The trigonometrical method of 
levelling is based on the solution of a right-angled triangle ABO 
•(Fig. 53), of which the base B and the angle BOA are known. 
The difference of level B A of the points A and will be equal 
to the base B multiplied by the tangent of the angle BOA. 
This method is less exact than spirit-levelling, because a small 
error in the angle may give rise to a considerable error in the 
difference of level. 

Any instrument with a vertical limb may be employed for 
levelling trigonometrically. A series of angles of depression and 

♦ Trans* N, Engl. Imt* M.E,, vol, xxvii., p. S. 
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elevation are taken along the line of section, the instrument 
being sighted to a staff with a vane or a cross-piece fixed to it at 
exactly the same height from the ground as the centre of the 
axis of the telescope is. The staff must be held vertically while 
the observer measures the vertical angle which the line of sight 
makes with the horizon. The instrument and staff are then 
made to change places, and the vertical angle determined. The 
mean of the two readings is taken as the correct result. The 
distance must then be measured. As the distance is the 
hypothenuse of a right-angled triangle of which the perpendicular 
is the difference of level, the latter is obtained by multiplying 
the measured distance by the sine of the angle observed. 
The following is an example of the field record : — 



LEVELLING BY VERTICAL ANGLES WITH THE 

THEODOLITE— 1. 



From 


To 

1 
3 
3 
5 
5 

... 
... 


Inclined 
lengths 
infee^ 


Vertical 
angles. 


Bise. 


Fall. 


Height above 
datum 6000. 


Horizontal 
lengths. 


Total 
distances. 


2 
2 
4 

4 
6 


4710 
192-5 
313*5 
340*0 
368-0 


7" 21' R 
3'11'R 
5°16'F 
r47'F 
2" 18' F 


60-24 
10*68 

• • • 

• •• 

• • • 


• •• 

• •• 

28*68 
10*67 
14-75 


110-24 

120-92 

92*24 

81*67 

66-92 


467 09 
192-19 
312-18 
339-83 
367*66 


467*09 

669*28 

971*46 

1311-29 

1678*95 


... 
••• 


••• 


• • • 


70-92 

••• 


54-00 
16-92 


-60 00 
16*92 


• • • 


• B • 

• •• 



When the line to be levelled is marked out on the ground by 
stakes set at a horizontal distance apart of 100 feet, the height 
will be found by multiplying the horizontal distance by the 
tangent of the angle of inclination. The form ol' record in this 
case will be seen on next page. 

In this section, in six stations a height of 145 feet has been 
ascended is equal distances of 100 feet. With a spirit-level and 
a 12-foot staff, the number of stations would have been doubled. 
In order to simplify the calculations with this method of 
levelling, Mr. A. Paul, of Baltimore, has computed a table of 
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LEVELLING BY VERTICAL ANGLES WITH THE 

THEODOLITE-2. 



From 


To 


Horixontal 
Lensths 

measured 
in feet ■ 


Vertical 
Auglet. 


Biae. 


FalL 


Height a>^oTe 
Datum 100 00. 


Remarks. 


1 





100 


9°46'R 


17-18 


■ • • 


117-18 




1 


2 


100 


7° 15' R 


12-72 


• •• 


129-90 




3 


2 


100 


9'30'R 


1673 


• •• 


146-63 




3 


4 


100 


10° 15' R 


18 03 


• • * 


164-71 




5 


4 


100 


3°30'F 


• • • 


6-12 


158-59 




5 


6 


100 


8"45'R 


15-39 


• • • 


173-98 




7 


6 


100 


8°30'R 


14 95 


• • • 


188 93 




7 


8 


100 


10° 00' R 


17-63 


• • • 


206-56 




9 


8 


100 


11°15'R 


19-89 


• • • 


226-45 




9 


10 


100 


12°30'R 


22 17 


• • • 


248-62 




11 


10 

• • • 


100 


r45'F 


• • • 


30G 


245-56 




• • • 


• •• 


• *• 


154-74 


918 


- 100 00 




• • • 


• • • 


• • • 


• t • 


• • • 


145-66 


145-56 





heights* for all angles from 0° to 22^°, in minutes, for any 
distance required. His object is to bring levelling by vertical 
angles into more general use, and save the many stations re- 
quired in spirit-levelling. The latter method is very tedious in 
hilly countries where extreme accuracy is immaterial, especially 
so in all preliminary surveys. The method of levelling by 
vertical angles gives approximate results in the shortest possible 
time. 

Levelling may be performed by the theodolite by setting up 
the instrument at the foot of a steep incline, with the line of 



* A Short Treatise on Levdling by Vertical Angles with Tables oj 
Heights. New York, 1886. 
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Fig. 65. 



coUimation set at a known angle of inclination. Sights are then 
taken, as if with a spirit-level. 
Thus, suppose that the theodolite 
is placed at A, Fig. 65, and that 
6 A represents the inclined 
line of sight. Then B 6, C c, and 
the other vertical lines will re- 
present the heights read off the 
staff. The requisite data for 
drawing the section are thus ob- 
tained. This method saves time 
in taking the levels of steeply 
incHned ground. 

When a proper levelling-instrument is not available, the line 
of collimation may be placed horizontal, and the theodolite used 
in the same way as the spirit-level. 

The Clinometer. — ^For exploratory work, where great accuracy 
is not required, the clinometer is of great value, on account 
of its portability. It resembles a jointed foot-rule, with an 
inlaid spirit-level and sights on one arm, and a divided arc at 
the hinge to indicate the angular degree of opening. It is set 
level on a stand, and the hinge is opened until the object is seen 
through the sights. The angle of inclination is then read. 

The best instruments of this kind are provided with a 2-inch 
compass attached on pivots to the lower arm. The clinometer 
should have a spirit-level attached to each arm, and folding^ 
sights, and should screw on to a portable tripod, provided with 
a ball and socket joint. In this form, the instrument is practi- 
cally a miner's dial, on account of its portability well adapted 
for prospecting purposes. 

Physical Levelling. — The application of the barometer ta 
the measurement of heights is based on the fact that for & 
constant temperature, the density of the air is proportional to 
the pressure which it sustains. Since the atmospheric pressure 
decreases as we ascend, it is obvious that the barometer will keep 
on falling as it is taken to a greater and greater height. 

The mountain baroTneter is an ordinary barometer tube, made 
as portable as possible, and protected against external injury. 
When in use, it is mounted on a portable tripod, and when not 
in use, it is packed in a leather case. The mercury is contained 
in a wooden cistern at the lower part of the instrument. A 
screw compresses the mercury and forces it, when required, up 
to the upper portion of the graduated tube. By means of a 
vernier, the height of the column of mercury may be read to 
the one-thousandth part of an inch. Attached to the barometer 

12 
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is a thermometer, enabling a correction to be made for tempeiv 
ature. This correction is necessary because the air and the 
mercury are unequally expanded by heat. 

The simplest barometric rule is as follows: — Observe the 
height of the barometer in inches at two stations. Then, as the 
sum of the two readings is to their difference, so is 55,000 to the 
difference between the height of the stations stated in feet. 

For eocample. — ^What is the difference in level between two 
points at which the barometers read 30*014 inches, and 29*870 
inches respectively ? The thermometers read the same at both 
stations. 

0144 
Difference in level = 65,000 x vk-ooi = 132 3 feet 

59-884 

To correct for temperature, add ^^ of the result for ea?h 
degree, that the mean temperature of the air at the two 
stations exceeds 55°. Subtract the same amount if the mean 
temperature is below 55". When the upper thermometer reads 
higher than the lower, -^^ of the result must be subtracted when 
the mean temperature of the air exceeds 55°, and added when it 
is below 55**. 

On the United States Geological Survey, a simple and direct 
method of hypsometry is in use. In this method, proposed by 
Mr. G. K. Gilbert,* three barometers are used instead of two. 
Two of these are placed at points whose heights are known, the 
third being read at the point to be determined. From the 
reading of the two barometers at the points of known height, 
the weight of the intervening air column is deduced, and, both 
the weight and height of the column being known, its density is 
computable. The density thus derived is then used in the 
computation of the height of a second column of air between one 
of the known points and the point to be determined. 

Levelling by the barometer may be occasionally used for 
taking flying levels in exploring a district. An approximation, 
however, is all that can be obtained, even if the most elaborate 
formulaB are employed. The mountain barometer is a cumbrous 
instrument. It must be more than 30 inches long, exclusive of 
the cistern, and the mercury is always troublesome to transport. 

On account of these disadvantages, for engineering purposes 
the mercurial barometer has been to a great extent replaced by 
the aneroid barometer invented by Vidi, and patented in Great 
Britain in 1844. It consists of a circular box, the face of which 

* Second Annual Report of Uie U.S. Geol. Surv., 1882, p. 405. In this 
valuable monograph aJl the principal methods that have hitherto been 
employed are fully describecL 
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is made of thin metal, rendered more elastic by being stamped 
into concentric circular wave-like corrugations. The box is 
nearly exhausted of air, and its elastic face supports the pressure 
of the atmosphere, yielding to it with elastic resistance in 
proportion to the amount of pressure. The movement is com- 
municated to an index, and registered upon the dial. Aneroid 
barometers are made of pocket-size, carefully compensated so as 
not to be affected by changes of temperature, and with double 
scales, one a barometrical scale of inches, the other a scale of 
altitudes; that is to say, a scale of differences of altitudes for one 
given pressura 

When specially constructed for mining use, the instrument is 
^graduated to represent 6 inches of the mercurial column, from 
27 inches to 33 inches. This scale enables observations to be 
made from 2,000 feet below sea-level to 4,000 feet above. The 
finest divisions of the altitude scale represent 10 feet measurement, 
which can be divided by a vernier, moved by rackwork adjust- 
ment, to single feet. A lens, which rotates on the outer circum- 
ference, enables the vernier to be read with facility. The 
instrument is 4^ inches in diameter, and is provided with a 
leather sling case. In order to retain the sensitiveness of action 
of the aneroid, it should be cleaned and adjusted every two or 
three years by an instrument-maker. 

The principle that the boiling-point of water varies with the 
atmospheric pressure is sometimes applied for the measurement 
of heights. The instrument used for this purpose, the hypsometer, 
consists of a thermometer, surrounded by a double-telescopic 
chamber, and suspended so that its bulb is above the surface of 
some water in a metal boiler, heated by a spirit-lamp. It is thus 
enveloped in steam when the water boils. This cheap and port- 
able instrument for measuring heights is to be preferred, for its 
simplicity and certainty, to the mountain barometer. Tables are 
published by the maker, Mr. L. Casella, of London, giving 
instructions for using the hypsometer. 

Determination of the Depths of Shafts. — In connection with 
levelling operations underground, it is frequently necessary to 
measure the depths of shafts. For this purpose, a wire with 
weights at the end, or the winding-rope with the cage or the 
kibble, is let down, and the length of the wire or rope measured 
by means of rods. Or the depth of the shaft may be measured 
direct by applying rods, chains, or steel bands to the timbering 
of the shaft. Good results have been obtained by both methods. 
It is, however, evident that the direct measurement is more 
trustworthy, though more difficult and tedious, than the indirect 
method. The measurement must be so contrived that the 
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starting Etnd end-points can be easily connected with the sur&ce 
and undergTonnd levellings. 

The measurement by means of a wire is usually efiected by 

changing the vertical into horizontal measurement in the follow- 
ing manner ; — From a small ■windlass (Fig. 66) erected at a 
suitable distance from the shaft, the Etoel wire (piano wire) is 
unwound, and passed over a pulley, which is placed over the 
month of the shaft in such a way that the wire weighted with 
10 to 30 lbs. can without hindrance sink to the bottom of the 
shaft. The starting- and end-points 
are distinguished by threads tied on. 
The depth is measured on letting 

I down and hauling up the wire, and 

is done most conveniently with the 
horizontal portion between the pulley 
and the windlass. The wire is kept 
in sufficient tension by the weight. 
The elongation of the wire, caused 
by its own weight and the attached 
weight, does not interfere with the 
accuracy of the result, as the wire is 
measured in its stretched condition. 
The method is very rapid ; at iPirminy, 
near St. Etienne, a depth of 280 yards 






Kg. 66. 



» measured in half an hour. 



Experiments made at Firminy show 
that the error with this method does not exceed one-fifth of 
an inch per hundred yards of depth. Accurate results have 
also been obtained at Schemnitz, in Hungary, by Professor 
Ohrismfir, who measured in an hour a depth of 210 yards 
accurately to within j-j^tj of the measured length. 

Iiocal conditions may render it necessary to apply the measure 
to the vertical part of the wire, in which case the operation is 
somewhat more inconvenient, but ia other respects similar to the 
preceding. 

Instead of the wire, the winding-rope may be used. In this 
case, the measure is applied to the rope direct above the month of 
the shaft. The results thus obtained are very similar to those 
obteined with the wire. Thus, Borchers measured one and the 
same shaft once with the wire and once with the winding-rope ; 
the results being 129 fathoms 3 feet 3^ inches and 129 &thom3 
3 feet 3 'Si inches respectively. 

For the direct measurement of shafts, iron surveying'^hains, 
steel bands, or specially constructed measuring-rods are employed. 

The chain employed for measuring the depths of shafts must 
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first be carefully tested. It is then let down the shaft at a suit- 
able point, and suspended by the upper handle to a nail. A 
second nail is driven within the lower handle, and touching it. 
The chain is then removed, the lower handle being hung to the 
second nail, and the process repeated as before. The depth thus 
obtained must be diminished by the thickness of the nails included 
in the measurement. It is therefore desirable to employ round 
nails of uniform diameter. The chain, of course, must be allowed 
to hang perpendicularly, and all obstacles, such as platforms, in 
the shaft must be removed or bored through. Sometimes it is 
impossible to measure the shaft in one straight line; a suitable 
point must then be found in a line at right angles to the chain, 
and the measurement continued. 

With the steel band, shafts are measured in a similar manner. 
This method has been employed with success by Mr. Graefe* in 
the Stassfurt salt-mines for measuring shafts of considerable 
depth. For this purpose, at a measured distance above the roof 
of the cage, a seat is fekstened to the winding-rope in such a way 
that a miner can sit in it without danger, and apply the upper 
end of the steel band to the guides. The mine-surveyor stands 
on the roof of the cage, and carries the lower end of the band. 
Beside him stands a second workman, whose duty it is to give 
the signal for raising or lowering the cage. In this way, after all 
the preparations had been made, the Leopoldshall shaft was 
measured three times in six hours with the following results : — 



First measurement, 


. 1,095 feet 5 80 inches. 


Second „ 


. 1,095 „ 5-84 „ 


Third „ 


. 1,095 „ 5*84 „ 



In this case, the heights of 8 levels entering the shaft had also 
to be determined. 

In almost as short a time the Yon der Heydt shaft, at Stass- 
furt, was measured four times ; the heights of 7 levels entering 
the shaft being determined at the same time. The results were — 

First measurement, . . . 1,152 feet 2'15 inches. 

Second „ ... 1,152 „ 2-07 „ 

Third „ ... 1,152 „ 223 „ 

Fourth „ ... 1,152 „ 211 „ 

The most accurate means of measuring the depths of shafts is 
afforded by the measuring-rods constructed for this purpose by 
Borchers, which are frequently employed in the continental 
mines. The rods consist of a number of round steel bars 0-16 to 
0'24 inch in diameter, and 1 to 4 yards in length. The ends are 

* Berg, H, Ztg., vol. xUi., 1883, p. 4. 
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Fig. 67. 



screwed, and may be connected by brass double screws, so that a. 
measuring-rod of any required length may be constructed. The 
true end sur&ces of the separate rods must be exactly at right 
angles to the longitudinal axis, and the brass caps are provided 
with an opening on both sides, so that the contact of the end 
planes of two rods can be seen. The first rod is provided with a 
hook, from the inner surface of which the counting commences. 
On using these rods, the influence of temperature has to be taken 
into account. 

The measurement of the depths of inclined shafts presents the 
greatest, difficulties. In such shafts. Fig. 67, a plumb-line ia 

used, the points of suspension being 
found by means of a spirit-level. 

Such shafts are frequently tortuous in 
inclination and in direction, in which case- 
they must be surveyed in the same way 
as levels, the vertical arc of the dial being, 
employed in conjunction with a plumb- 
line. It is an operation of great difficulty,, 
and one which in former times has given 
rise to serious errors in the surveys of the 
mines of Cornwall, Derbyshire, and the 
Harz. 
Gontonr Lines on the earth's surface are lines traversing all 
the points on the ground which are at a given constant height 
above the datum level A contour line may also bQ described as 
a horizontal section of the earth's surface, or as the line where 
the earth's surface is cut by a given horizontal surface, or as the 
outline of an imaginary sheet of water covering the ground up 
to a certain height. Fig. 68 represents the contours of a hill. 

Tracing contour lines consists in determining equidistant series 
of points satisfying these conditions. The vertical distance 

between successive contour lines 
on a plan depends on the figure of 
the ground, and on the scale of the 
plan. Two methods of tracing 
contour lines are employed — (1) 
The regular method, consisting in 
tracing the lines on the ground, and 
then surveying them ; (2) the irre- 
gular method, which consists in 
collecting, on the ground, data to 
enable the lines to be constructed 
on the plan, 
rig- C8» On the Ordnance maps of Great. 
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Britain, on the scale of 6 inches to the mile, contour lines are 
drawn at each 25 feet of height, with principal contour lines, 
determined with greater precision, at every 50 feet in the flatter 
parts of the country, and at every 100 feet in the hilly parts. 

Mr. W. F. Howard advocates that colliery plans should 
exhibit contour lines at regular and frequent intervals. In thig 
way the vertical throw of each fault, excluding the mere bending 
up or down of the adjacent strata, which has often a tendency to 
mislead, would be continuously shown though the fault should 
be rarely penetrated. Contour lines are generally shown on the 
pkms of the anthracite mines of Pennsylvania. 
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CHAPTER XIV. 

GONKEGTION OP THE XJkDERGROUND- AND SURFACE-SURVETS. 

Methods Employed. — A correct survey of the underground 
workings of a mine, and of the surface or royalty having been 
made, it is necessary to determine accurately the bearing of 
a line underground with a view to connect the two surveys. 
For this purpose the following methods have been employed : — 
(1) By means of an adit-level or inclined shaft; (2) by means 
of two shafts; (3) by means of one shaft with two suspended 
plumb-lines; (4) by means of the transit-instrument; (5) by 
means of the transit-theodolite; (6) by means of the magnetic- 
needle. 

1. By Means of an Adit-level. — When the mine is connected 
with the surface by means of an adit-level, the connection of the 
surveys is easily effected by continuing the underground traverse 
through the adit-level to the nearest side of the triangle of the 
surface-survey . 

2. By Means of two Shafts. — If both the shafts are vertical, 
i)he connection of the underground- and surface-surveys is made 

by means of two plumb-lines, 
one suspended in each shaft. 
The points of suspension are 
joined to the surface-triangu- 
lation by means of careful 
measurements. In this way 
the length and bearing of the 
line joining the two plumb- 
lines may be calculated by 
means of rectangular co-ordi- 
nates. A traverse is then made underground from one plumb- 
line to the other, and from the data thus obtained the length 
and bearing of the line joining the two plumb-lines is again 
calculated by means of co-ordinates. 

Example. — In two perpendicular shafts, plumb-lines are hung 
at the points A and B (Fig. 69). From the surface-triangu- 
lation it is found that the length of the line AB is 56*29 
chains, and its bearing 118° 36'. In the mine, a traverse was 
made with the following results : — 




Fig. 69. 
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7-66 



7-20 
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911 
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6-31 
0-32 



0-18 



66-77 
0-96 



55-81 
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With the co-ordinates 7-20 chains N., and 55-81 chains E,, the 
length and direction of the hypothenuse may be calculated from 
the formula: base^ + perpendicular ^ = hypothenuse 2, or tangent 

of angle of bearing = ■ ,\,^ ., , and the distance = latitude x 

° latitude 

secant of angle of bearing. The hypothenuse in the above 

traverse will then be found as follows: — 

log 55-81 = 1-7467120 

log 7-20 = 0-8673325 



L.taiiBAC =» 

log 7-20 = 

L.8ec82'39' = 



10-8893795 BAG = 82' 39' 

0-8573325 
10-8930271 



11*7503596 distance s 56*28 chains 
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From this angle — that is, the angle formed by the hypothenuse 
A B and the first line of the underground-survey A I, and from 
the bearing of the line A B determined at the surface (118° 36'), 
the bearing of the first station-line underground may be deter- 
mined. In the above example, this is done by subtraction, 
118'' 36' - 82** 38' = 35' 58'. From* this may be deduced the 
bearing of the other lines of the traverse. In the example, this 
is done by increasing the reduced meridian angles by 35** 58' in 
each case. With the aid of these bearings, the co-ordinates of 
the underground-traverse should be recalculated, and the results 
balanced. 

For suspending the plummet, a thin wire of iron or brass is 
used. Hemp cords are useless for the purpose; because of their 
torsion and contracting when wet. They present a greater 
surface to the action of air-currents and water than thin wire, and 
do not admit of such precise sighting. The plummet weighs 5 ta 
8 lbs. It should not be hung on when the wire is let down the 
shaft in case of accident from the wire breaking. A smaller weight 
may be used when the wire is being let down, and at the bottom 
of the shaft it can easily be changed for the required weight. 
The plumb-line must, of course, hang perfectly free, without 
coming in contact with the sides of the shaft. To ensure this 
being the case, a lamp is slowly passed round the wire at the 
bottom of the shaft. If, in whatever position it is placed, the 
light can be seen from the top, the wire is clear. 

The plumb-lines may be sighted without any difficulty in the 
surface-survey, as the upper part of each wire does not move. 
In the mine, however, the plumb-line has to be sighted at its- 
lower end, which continues to vibrate like a pendulum. The 
motion may be reduced by allowing the plummet to dip into a 
bucket of water, and by shielding the wire from air-currents and 
falling water as far as possible. It is, however, impossible ta 
stop the vibrations altogether. 

To lessen the motion of the plumb-lines, Mr. H. D. Hoskold 
proposes the adoption of iron chains made from wire three- 
sixteenths of an inch in diameter. The method would, however^ 
be inapplicable in a shaft of considerable depth. 

In sighting a plumb-line with the theodolite, it is best ta 
follow it by means of the tangent-screw to the end of its vibra- 
tion. There is then sufficient time to read the vernier before it 
reaches the other end of its course, as well as to intersect it in 
that position with the cross-wires. This operation is repeated 
several times, and the mean taken of all the results. When the 
arc is very small, the mean may be estimated, and the cross-wires 
set at that angle direct. The plumb-lines are rendered visible by 
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holding behind them a sheet of oiled paper illuminated by a lamp 
from behind. This method of sighting a plumb-line is very 
fatiguing, and necessitates great skill to read the vernier and 
direct the telescope to the next extremity of the course, in the 
comparatively short time in which the plummet completes its 
swing. 

These difficulties have been overcome by Professor Schmidt,* 
of the Freiberg School of Mines, The plummets he uses are 
hung to thick wire (0*04 inch in diameter), and their weight ia 
considerable, being as much as 50 lbs. They do not dip into 
water, but are allowed to swing freely. At a short distance 
above the bottom of the shaft, a horizontal finely-divided scale is 
placed perpendicular to the line of sight of the telescope. The 
swinging plumb-line is then observed with the telescope, and the 
successive extreme positions are read and noted, the plumb-line 
being purposely made to swing parallel to the plane of the scale. 
The latter is illuminated by means of an ordinary miner's lamp 
or candle. 

From one or more series of double observations, the mean 
position of rest of the plummet on the scale is calculated, and for 
the subsequent survey the cross-wires of the telescope are made 
to coincide with that calculated point. The calculation of the 
position of rest is a very exact one. From two trials, one made 
at a depth of 557 feet under favourable conditions, the other at 
a depth of 1,722 feet under unfavourable conditions, Professor- 
Schmidt found that the mean error of one series of observations, 
was ± 0*12 inch, and the mean error of the result of a double 
series was ± 08 inch. Under unfavourable conditions the 
errors were 0-17 inch and 0*12 inch respectively. 

In cases where it is required to connect the surface-survey 
with the underground survey at several levels at different heights 
in the shaft, it is desirable to fix the plumb-line. For this pur- 
pose, Professor Schmidt t has invented a simple centering appara- 
tus. On a perforated cast-iron plate, a prismatic centre-piece 
may be slid in two directions at right angles to one another by 
means of four centering screws. Above the latter are two scales 
at right angles. The iroii plate is placed so that one pair or 
centering screws is in the line of sight of the theodolite-telescope, 
the other pair being in the line of sight of a second small tele- 
scope of low power. With this small telescope and with that of 
the theodolite, the swingings of the plumb-line are observed, and 
the position of rest calculated. The weight is then removed 

* S^jechs. JahrhttcJi., 1882, p. 145. 

t Berg. H, Ztg,, vol. xliii., 1884, p. 217. 
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from the plumb-line, and a cap-screw placed on the wire. The 
weight is then replaced, and screwed into the centre-piece of the 
apparatus. With the aid of the two telescopes, and the centering 
screws, the centre-piece can be brought into such a position that 
the plumb-line is in its calculated position of rest. 

If either of the shafts used for connecting the underground- 
and surface-surveys, is inclined, or if both are, the method is the 
same, except that the shaft is surveyed by traversing instead 
of by suspending a plumb-line. 

3. By Means of one Shaft. — ^When there is only one perpen- 
dicular shaft, the underground- and surface-surveys may be 
connected by transferring a short line from the surface to the 
mine by means of two plumb-lines suspended in the shaft. The 
bearing and length of this short line may be determined with 
sufficient accuracy by connecting it with the suriace-triangulation. 
Then, if the underground-survey also includes the line formed 
at the bottom of the shaft by the two plumb-lines hanging 
vertically, the connection can be made from the known bearing 
of that line. Thus, the survey is made at the surface and in the 
mine in the same way, by constructing a triangle of which the 
line joining the plumb-lines is a side. 

The following details of the connection of the underground- 

and surface-surveys effected in this way 
may serve as an example : — Fig. 70 is 
a plan of a portion of a mine, in which 
D G represents a line at the surface, con- 
nected with the triangulation, and E F a 
line of the traverse of the 135-fathom level 
of the mine. In order to connect these 
two lines, two plumb-lines A and B were 
suspended in the perpendicular shaft, as 
far apart as circumstances woild allow. 
The distance in this case was 0*9315 fathom. 
The two wires were sighted from the point 
G in the doorway of the mine-house, and 
^^^ U \A *^® angles B G D and A G D and the dis- 
ffl nJ / \ 1 tances GB and GA accurately measured. 

The triangle GAB was in this way com- 
pletely solved, and the position of the line 
AB formed by the two plumb-lines was 
determined with reference to G D. The 
theodolite was then set up at in the 
cross-cut at the 135-fathom level, and with it were carefully 
measured the angles BOA = 32' 08', ACE = 159" 21', and 
CEF = 269" 31' 33", and the horizontal distances B = 1-6373, 




Fig. 70. 
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A = 1-7169, and E = 15-6563 fathoms. Since in the triangle 
B A the three sides were determined, it was unnecessary 
to measure the angle BOA This was, however, done as a 
check. On calculation, the angle BOA was found to be 
32° 8' 10", A B = 69** 13' 15", and B A = 78° 38' 37". Of 
the measured and calculated values of the angle BOA, the 
mean 32° 8' 5" was taken. The two other angles of the triangle 
A B were balanced so as to make the sum of the three angles 
equal to 180°. In this way the point G at the surface and the 
point E in the mine are connected by known horizontal distances. 
The angle which the line D G at the surface makes with the line 
E F in the mine may then be easily determined. 

The line D G being taken as the meridian, the line A B was 
found from the surface-survey to form an angle of 23° 12' 10" 
with that meridian. Underground the angles formed by the 
meridian and the various lines were— 

A C 69' 13' 15" - 23° 12' 10* = 46" 01' 05" 
C E 159' 21' 00" - 46' 01' 05" = 113' 19' 55" 
E F 113' 19' 55" - 90' 28' 27" ^ 22' 51' 28" 

In some cases the theodolite may be set up and centred at 
the points A and B at the surface, but underground this cannot 
be done with sufficient accuracy. 

The accuracy of the connection depends on the correct deter- 
mination of the angles A and B in the triangle A B 0. These 
angles usually have to be calculated from the known length A B 
and from the sides A and B measured underground, as well 
as from the angle 0. This may be done by the ordinary sine 
rule — 

«. . a sin . t» 6 sin 

Sin A = , sin B = . 

c c 

In this formula, sin A is dependent upon the three magnitudes 
0, c, and a. The length c and the angle may be measured 
underground with great accuracy, if Schmidt's method is em- 
ployed. 

The influence of an error in the length a on the angle A varies 
considerably according to the form of the triangle. It is great 
when the sides a and b are of equal length — that is, when the 
triangle A B is an isosceles one. It is least when the triangle 
has a very acute-angled form. The sines of angles near 0° and 
180° do not increase or decrease in proportion to a slight increase 
or decrease of the angle. Oonversely a small change in the sine 
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lias an inappreciable influence on the corresponding anglo. 
Consequently a small error in the length a has no effect on the 
determination of the angle A, when the triangle is an acute- 
angled one. If possible, then, the ordinary well-conditioned 
triangle must in this case be avoided, and the theodolite placed 
as nearly as possible in the continuation of the base-line. 

By means of two plumb-lines, the connection between the 
underground- and surface-surveys has been effected with con- 
siderable success by Mr. E. Clark* in the brown haematite mines 
belonging to the Glendon Iron Co. of Pennsylvania. The shafts 
are ususdly 4 feet square, but, where an extensive plant of 
pumping machinery is required, the size is increased to 8 feet by 
^ feet. The depth of the shafts varies from 75 to 200 feet. The 
principal difficulty in the survey of these mines has always been 
the trouble experienced in connecting the underground-survey 
with the surface-survey, on account of the small size of the 
shafts, and the gradual movement of the ground pushing the 
shaft out of the perpendicular. 

The method adopted by Mr. Clark has been to establish a line 
at the surface, and, by means of a straight-edge, wire, and plumb- 
bob, to project that line to the bottom of the shaft, and there use 
it as a base-line for the underground-survey. The line across the 
shaft is marked in the timbers by nails, which may be permanent 
and used in future surveys, if the earth about the shaft is suffi- 
ciently firm. A straight-edge is placed against the nails, and 
the assistant above lowers the plumb-bob by means of a reel and 
Annealed-iron wire of sufficient strength to hold the plumb-bob, 
which is of cast-iron, and weighs 10 lbs. The two plumb-bobs 
are each received into a bucket filled with water at the bottom of 
the shaft. Vibration may be lessened by mud thrown into the 
bucket. When the plummets have become nearly stationary, a 
theodolite is set up in line with the wires. This is done by 
moving the instrument until the nearer wire coincides with the 
vertical hair, and the second wire is concealed by the first ; or the 
transit will be in line when the extent of the vibration of the 
second wire to one side of the first is equal to the extent of the 
vibration to the other side. The greater the distance between 
the wires, and the farther the theodolite is from them, the more 
accurately can it be placed in line. The average distance in 15 
shafts surveyed in this way was 18 to 6 inches, this distance 
being the base-line upon which the mine-survey was based. In 
the coal- mines of Pennsylvania very good results have been 
•obtained by this method, with a base-line of 9 feet in length. 

* Tram, Amer, Inst, M.K, vol. vii., 1879, p. 139. 
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4. By Means of a Transit-instnunent. — The most accurate 
method of effecting the connection between the underground- 
sud purfexje-surveys is by means of the transit-instrument 

The transit-instrument is the standard instrument in every 
astronomical observatory. It consists of a telescope formed of 
two parts connected by a spherical centre-piece, into which are 
fitted the larger ends of two cones, the common axis of which 
is placed at right angles to the axis of the telescope, to serve as 
the horizontal axis of the instrument. The two small ends of 
the cones are ground into two equal cylinders or pivots, which 
rest upon angular bearings or Y's, supported upon standards. 
One of the pivots is pierced, and allows the light from a lamp to 
fall upon a plane mirror, fixed in the spherical centre-piece, on 
the axis of the telescope, and inclined to that axis at an angle of 
45**. Light is thus thrown directly down the telescope, and 
illuminates the cross-wires. 

The transit-instrument was first used to obtain the connection 
between the underground- and surface-surveys by Mr. A. Bean- 
lands,* in 1856. The first method he proposed was a purely 
astronomical one. Having set up the transit-instrument with 
its plane considerably out of the meridian and its telescope 
pointed upwards, he observed the passage of several known stars 
across the wires of the diaphragm in the usual manner. It was 
found that at the surface the deviation of the plane of the 
instrument ftom the meridian could thus be approximately 
determined. Underground, however, with the telescope pointed 
up a vertical shaft, it was found that the operation was attended 
with such difficulty that it had to be abandoned. Instead of 
observing stars, recourse was had to lights fixed at the top of 
the shaft. The experiments were perfectly successful, and led to 
the method identified with Mr. Beanlands' name. 

As a matter of convenience is has been found advisable to fix 
the transit-instrument at the top of the shaft, and to place 
illuminated marks at the bottom as nearly as possible in the 
same vertical plane as the instrument. The marks are illumin- 
ated by the light of a lamp reflected upwards. They are placed 
in such a position that they can also be sighted by a theodolite 
placed in a line with them at the bottom of the shaft. If now 
the cross-wires of the transit-telescope coincide with each of 
these two points, it is evident that the horizontal line represented 
by the marks coincides with the vertical plane of the instrument, 
and is therefore parallel to the position of the telescope when 
directed horizontally. In this way two lines are obtained, one 

* Trans. N, EngL Inst. M.E., vol. iv., p. 267 ; vol xx., p. So. 
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at the top of the shaft represented by the optical axis of the 
telescope pointed horizontally, the other at the bottom of the 
shaft represented by the line joining the centres of the marks. 

If the two marks cannot be brought exactly to the centre of 
the telescope, the apparent distance of each mark from the 
cross-wires is measured by a micrometer, and the angular 
deviation of the base-line from the plane of the transit calculated. 
The bearing of the base-line is then deduced from that of the 
instrument, and the connection between the underground- and 
surface-surveys effected as in the previous case. By this method 
the bearing of a line underground may be determined with a degree 
of accuracy that has never been obteoned with any other method. 

As illustrations of the severe practical tests to which this method 
has been subjected, the following examples may be given : — 

In 1857, Mr. Beanlands made a survey at Etherley Colliery 
for the purpose of setting out a drift between the workings of 
the George Fit, and a new sinking, the Dean Pit, half a mile to 
the east. There was no connection underground between the 
shafts, and it was therefore necessary to make a surface-survey, 
and to connect it with the workings at both shafbs. At the 
George Pit, the connection was made by means of a very steep 
and narrow day-drift, whilst at the Dean Pit, the transit- 
instrument was employed, marks being left in each case for the 
purpose of setting out the drift. The latter was worked from 
both ends; the length being 700 yards. At the end of six 
months a very accurate holing was effected, the deviation 
between the two ends being 6 inches. If this deviation had 
been due solely to the bearing, it would imply an error of 1 J 
minute. It is, however, evident that it represents not only the 
error of the bearing above and underground, but also of setting 
out and working the drift. A more convincing proof of the 
accuracy of this method of connecting the underground- and 
surface-surveys could hardly be given. 

The Pelton Colliery, near Chester-le-Street was worked, in 
1864, by two adjacent shafts, 50 fathoms in depth. At a dis- 
tance of 50 yards from the bottom of these shafts, an underground 
sinking had been made to explore a lower coal-seam. It was 
afterwards thought desirable that a shaft should be sunk from 
the surface immediately above that already existing underground. 
Mr. Beanlands made a survey for setting out the centre of this 
shaft. The measurements were made with great care with a 
levelling-staff, and the connection between the underground- and 
surface-surveys was effected with the transit-instrument. The 
shaft was set out from Beanlands' plan, and was found to corres- 
pond with the lower shaft within 2 inches. 
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In shafts of very great depth the method has been employed 
invariably with successful results. For example, in the Byhope 
Colliery, where the shaft is 253 fathoms deep, the bearing was 
determined twice in different months, the difference between tho 
two results being only 1' 10". 

As the method requires only one shaft with a clear view from 
top to bottom, it can obviously be adopted in nearly every 
colliery. Though a considerable time is necessarily spent in 
erecting a platform for the transit, a bearing sufficiently accurate 
for practical purposes may be obtained in a few hours. 

4a. The Severn Tunnel Method. — On account of the length of 
the heading, the incessant jar of the pumping engines, and the 
extreme wetness of the shaft, a plumb-line method was not 
applicable in driving the Severn Tunnel. The length of the 
proposed heading was 2 miles, and that of the available base- 
line 12 feet. Consequently an error of -^j^ of an inch would 
become 45 inches at the end of, the two miles. To overcome the 
difficulty, Mr. Richardson,* the engineer, devised the following 
method : — ^A large transit-instrument was firmly set up over the 
shaft, and accurately in the vertical line passing through the 
centre of the tunnel. This line was determined by two staves, 
one on each side of the river. The heading having been driven 
a short distance, a horizontal wire, 100 yards long, was stretched 
at the bottom of the shaft. One end. A, was attached to the 
side of the shaft furthest from the heading, the other, B, at a 
point 100 yards along the heading. A length of 14 feet of wire 
was visible from the top of the shaft when illuminated by an 
electric light. The ends of the wire were passed over the V- 
threads of horizontal screws, and stretched by means of weights 
suspended from the ends. Thus, by turning either screw, a 
very slight lateral motion could be imparted to the corresponding 
end. The transit having been carefully levelled, the end A was 
first sighted, and the corresponding screw turned until this 
end was brought truly into the centre line. The telescope was 
then directed towards the farthest point of the wire visible on 
the other side of the shaft, and this point also brought into the 
centre line by turning the screw at the end B, 100 yards distant. 
The whole length of the wire thus was accurately directed into 
the line of the tunnel. A base-line 100 yards in length, and 
practically free from error, was thus obtained. Proof of the 
accuracy of the method was afforded by the results obtained in 
driving the tunnel. The headings were found to meet exactly. 

5. By means of the Transit-Theodolite.— In cases where the 
shaft is of limited depth, and where a large and powerful transit- 

* Enghieering, vol. zxxiii, 1882, p. 48. 

13 



194 



MINE-SURVEYING. 




Fig. 71. 



3l I jK 






//,>/y///////yy'//y^y. 



1! 



I 



• I I /V 



1 i i 



! 



V. 



instrument it not available, the connection between the under- 
ground- and surface-surveys may conveniently 
be effected by means of the transit-theodolite. 

The instrument is set up at the bottom of the 
shaft. To enable its telescope to be pointed ver- 
tically upwards, a diagonal eye piece must be 
employed. This consists of a small right-angled 
glass prism (Fig. 71), placed at the eye-end of the 
telescope, in which the line of sight is reflected 
from the plane of the hypothenuse vertically 
upwards. 

The mode of procedure is as follows: — Having set up the 
transit-theodolite at the centre of the shaft A (Fig. 72), it is 
levelled, and the telescope directed to a small bright light placed 

on the peg at B. Great care 
must be taken to ensure the in- 
strument being in perfect adjust- 
ment so that the telescope shall 
revolve in a vertical plane. The 
vertical circle is then undamped, 
and the telescope pointed up the 
shaft in the same vertical plane 
in the direction of the point a\ 
where a lamp-flame or a white 
peg is brought exactly into the 
line of sight. A permanent mark 
is placed at a. The telescope 
is then directed towards the other 
side of the shaft, and a mark 
placed at h\ In this way two 
points are obtained at the sur- 
face in the same vertical plane 
The latter is carefully measured. 
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as the line A B underground. 

and the distance thus found is measured off from A' to by 
stretching a cord through the centres of the marks a and 6. An 
iron peg should be driven into the ground at C, with a hole made 
in its centre for future reference. This hole is directly over 
the centre of the peg previously driven into the floor of the 
level at B. 

With this method, Mr. H. D. Hoskold has obtained, with his 
miner's transit-theodolite, very satisfactory results in the Dean 
Forest mines. The method is well adapted for use in mines 
where the shaft is of limited depth, and the workings not very 
extensive. The shaft must obviously be of average width, and 
not subject to any considerable drc^ping of water. 
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For connecting the underground- and s.urface-surveys, mining 
transit-theodolites with eccentric telescopes are frequently em- 
ployed in America and on the Continent. In these instruments 
an auxiliary telescope is attached outside the standards to the 
prolongation of the horizontal axis of the principal telescope, or 
that telescope itself is permanently mounted in a similar posi- 
tion. Sometimes the theodolite is made with an extra telescope 
attached to the top of the central telescope by means of coupling 
nuts, which £ia.sten it directly over the centre of the instrument, 
and allow its ready removal without disturbing the adjustments. 

The objection to the side-telescope is that a correction must be 
applied to each reading of a horizontal angle equal to the tangent 
of the angle, which is formed by the distance from the side- 
telescope to the centre of the instrument, and the horizontal 
distance between the stations. 

In place of the diagonal eye-piece for sighting vertically up- 
wards, an artificial horizon may be used. No special construction 
of the telescope is then required, as it is 
merely necessary to sight the image of the 
flame (Fig. 73). The image and the flame 
itself are in the same vertical plane, and the 
image is seen at an angle of depression a 
equal to the angle of elevation /3 that would 
have been observed had the diagonal eye-piece 
been employed. 

The artificial horizon may be made of oil 
mixed with lamp-black. The fluid is filtered 
through linen, and carried into the mine in a 
small bottle. When required for use, it is Fig. 73. 

poured into a cylindrical brass vessel, care 
being taken to protect the surface of the liquid from air-currents. 

The artificial horizon will be found more convenient than the 
diagonal eye-piece for surveying in highly-inclined shafts. 

6. By Means of tiie Magnetic-Needle. — ^When the mine has 
only one shaft, the underground- and surface-surveys may be 
connected by means of the magnetic-needle, provided that the 
shaft is not sunk in magnetic strata. If the shaft is vertical, a 
plumb-line is suspended in the shaft, and from this the under- 
ground-survey starts. If the shaft is inclined, a traverse is made 
down the shsit. 

The method of employing the magnetic-needle consists in 
determining the angle made by one of the sides of a triangle of 
the surface-survey, as well as that made by one of the lines of 
the underground traverse, with the magnetic meridian. The 
lines are then connected by a survey made with the theodolite. 
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The accuracy of the method is increased by observing the mag- 
netic bearings of two or more lines at the surface and under- 
ground. 

As the whole of the underground-survey depends on the 
accuracy of the determination of the magnetic bearing of two 
lines, it is advisable to use the theodolite for that operation. 
The theodolite is provided with a magnetic-needle, which serves 
to bring the telescope into the direction of the magnetic meridian. 
As a rule, in theodolites, the diameter 0°-180° is in the direction 
of the telescope. It is, however, not absolutely necessary that 
the optical axis of the telescope should accurately coincide with 

that diameter, nor is a com- 
pass with a complete gradu- 
ated circle necessary. A 
long narrow box, provided 
with an index-line. Fig. 74, 
suffices ; indeed, it has the 
advantage of being less in 
the way. The needle should 
be as light as possible with thin points, and its centre of gravity 
must not be too low down below the point on which it rests. A 
magnifying-glass is used to see when the needle exactly coincides 
with the index-line. 

The tubular compass is very convenient for mine-surveying 
purposes. It consists of a tubular case, the north end of which 
is closed with ground glass, on which a fine scale is marked. By 
means of a lens at the south end of the tube, this scale appears 
slightly magnified. In front of the scale, swings the north- 
seeking point of the needle, which is bent upwards, so that it can 
easily be read with precision in the mine. This compass can 
easily be adapted to any form of theodolite, as it is not necessary 
to read it from above, but by looking through it in the same way 
as a telescope. 

"With this compass, only one end of the needle is seen. To 
obviate this disadvantage, Mr. Hildebrand* has devised a new 
form of tubular compass (Fig. lb). In this, both ends of the 




Fig. 75. 

needle are seen at once, magnified ten times, the graduation also 
appearing magnified to the same degree. The compass can easily 

♦ Min, Proc. Inst C.K, vol. xxxvl, 1886, p. 459. 
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be read to a single minute in the mine, the light of a candle at a 
distance of a yard being sufficient. The tube is rectangular, and 
in it a magnetic-needle, 4*32 inches long, swings on a steel point. 
Close by the south end of the needle is a glass micrometer, and 
in front of that is a micrometer eye-piece magnifying ten times. 
Between the south end and the centre of the needle is a small 
telescope object-glass. By means of the eye-piece, the glass 
micrometer and the south end of the needle are seen magnified 
ten times, the magnified inverted optical image of the north end, 
formed by the object-glass, being also visible. In other words, 
by means of the eye-piece both the north and south ends of the 
needle are seen passing before the glass micrometer. The latter 
is divided into tenths of a millimetre, one division as seen 
through the eye-piece consequently appearing equal to one milli- 
metre. The middle line of the scale, the zero line, is lengthened 
in both directions. "When the needle is properly adjusted, the 
images of the south end and of the inverted north end will appear 
on that line. But if the needle gets out of adjustment, its centre 
and its north and south points are no longer in the same plane, 
and the two ends will not coincide with the zero line. The com- 
pass must then be so placed that the two ends of the needle 
appear at the same distance from the zero line. The north end 
of the compass case is protected from dust by a glass -plate, in 
front of which is hinged a plate of ground glass, by means of 
which the artificial illumination is assisted. 

As the magnetic meridian is continually changing, it is 
advisable that the observations at the surface and underground 
should be made as nearly as practicable at the same time. The 
best results are obtained when the bearings at the surface are 
observed before and after those of the underground-lines. 

If a considerable interval elapses between the observations, 
the magnitude of the changes in the magnetic meridian must be 
observed, and the error thus arising eliminated by calculation. 
A knowledge of the absolute declination of the needle is not 
indispensable. The most important point is to determine the 
diurnal variation. This can only be done with sufficient 
accuracy by means of a magnet suspended by a long thin silk 
fibre, provided with a contrivance for observing the vibrations 
by means of a telescope. Magnetic-needles supported on pivots, 
as in the miner's dial, do not admit of sufficient accuracy. 

Two contrivances are used for observing the vibrations of the 
magnetic-needle — (1.) Attached to a cylindrical magnet, sus- 
pended by a silk fibre, at the north end is a glass plate with a small 
photographic scale, and at the south end is a small achromatic 
lens. The centre of the glass-plate is in the principal focus of 
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jbhe lens, so that the line joining the middle division of the scale 
is nearly parallel to the axis of the magnet. The scale is viewed 
through the lens by means of a fixed telescope. The motion of 
the magnet can thus be followed by observing the apparent 
motion of the scale across the cross-wires of the telescope. 

(2.) Another arrangement is to rigidly attach a mirror to 
the magnet, so that the perpendicular to its surface is nearly 
parallel to the magnetic axis. In this mirror, the image of 
a fixed horizontal scale is observed by means of a fixed telescope, 
and the angular motion of the magnet deduced from the motion 
of the scale divisions over the cross-wires of the telescope. This, 
is called the mirro]>method, and was first employed by 0. F. 
Gauss in the magnetometer constructed by him in 1830. The 
magnetic observatory belonging to the Clausthal mines in the 
Harz is arrange/l in accordance with this method. A Gauss 
magnetometer is undoubtedly the best means of observing the 
variation of the declination. The cost, however, puts it out of 
the reach of most mine-surveyors. 

A small magnetometer may easily be constructed of ordinary 
surveying instruments. With a second theodolite or a levelling 
instrument, the readings can be effected, and a scale can be 
easily prepared. There is then only necessary a magnet with a 
mirror. It is not absolutely necessary that the mirror shall be 
perpendicular to the axis of the magnet. It may be attached at 
any point of the magnet, suited to the station at which the 
telescope is placed. 

A portable magnetometer, on the collimation principle, in- 
vented by Professor Borchers, has been used with great success in 
the German mines. It consists of a magnet suspended by a silk 
fibre, provided with a lens and scale, and enclosed in a glass case. 
It is attached by a brass arm to the tripod head of the theodolite. 

The use of a somewhat similar instrument has been advocated 
by Mr. R. S. Newall.* In this, however, the needle is mounted 
on a pivot instead of being suspended by a silk fibre. Attached 
to the centre of the needle at right angles to its axis is a small 
mirror, whilst a minutely graduated scale, consisting of a short 
length, about 4 inches, of a circle 3 feet in diameter, is fixed 
at the eye-end of a theodolite telescope, and so adjusted that 
the degrees are reflected back to the eye by the mirror fixed 
on the needle. In this way, the scale is magnified twice, and 
may be easily read to a small fraction of a degree. The arm 
carrying the telescope is attached to a circle graduated into 360**^ 
and provided with sights, so that bearings may be taken in the 
same way as with the ordinary miner's-dial. 

• Trans. If. Engl Inst. M.K, vol. xx., 1871, p. 108. 
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CHAPTER XV. 

Measuring Distances by Telescope. 

Theory of Telescopic Measurements. — The indirect measure- 
ment of distances by means of the telescope is based on the 
solution of a triangle (Fig. 76). 
Suppose the instrument to be at 
A and a graduated staff at B ; 
then the length A D will be 
known, if the angle D A and 
the height D are known. Two ^^S* 76. 

classes of instruments are em- 
ployed. In one, the angle D A is constant, and the height of 
the staff D varies with the distance. In the other, the height 
of the staff is constant, and the angle D A variable. 

The typical instrument of the latter class is that of Stampfer. 
This consists of a telescope that may be moved 8° in a vertical 
direction. Two divisions on a staff, held at a distance, are 
sighted successively. These embrace a constant height s. By 
means of a micrometer screw it is easy to determine the angle, 
through which the telescope has moved in passing from one 
division to the other. Let a represent this angle, which is equal 
to the number of turns n of the screw multiplied by a constant c. 
The angle being small, it may be assumed that tan a = en. The 

8 8 

distance required will then be equal to ? or — . The 

^ ^ tana en 

constant c is determined by observations along a known distance, 

and tables are constructed giving the distance for any number of 

turns given to the screw. 

The same principle is applied in Eckhold's omnimeter, an 
instrument used in revenue surveys in India and in railway 
surveys in America. 

In American transit-theodolites, a so-called gradierUer screw is 
frequently attached to the horizontal axis of the telescope. It 
consists of a tangent screw with a micrometer head, grsiduated 
into 50 equal parts. As the screw is turned, the head passes 
over a small silvered scale, so graduated that one revolution of 
the screw corresponds to one space on the scale. Thus, the 
number of whole revolutions made by the screw in turning the 
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telescope through a vertical arc can be ascertained from the 
scale. When undamped, the telescope may be revolved; but 
when clamped, it can only be moved by the gradienter screw, 
which thus takes the place of the ordinary vertical tangent 
screw. The micrometer head is so graduated that one revolution 
causes the horizontal cross-line of the telescope to move over a 
space of half a foot at a distance of 100 feet. The micrometer 
head being divided into 50 parts, each division is equivalent 
to one-hundredth of a foot in 100 feet. It is evident that, with 
this screw, slopes can be established with great rapidity. 

It is also useful for obtaining approximate distances, since for 
any horizontal distance, the space on an ordinary levelling-staff ex- 
pressed in hundredths of feet, included in two revolutions of the 
screw, will be the number of feet the staff is distant from the 
instrument. Thus, if the difference between two readings of the 
staff is 2*854 feet when the telescope is moved vertically through 
two revolutions of the screw, the staff is distant 286-4 feet. 

On sloping ground, the staff is still held vertical, and the 
distance read is too great. If a is the angle of elevation, the 
true horizontal distance may be found by multiplying the space 
on the vertical staff included in two revolutions of the gradienter 

«crew by — ?• cos ^ a — J sin 2 a, in which h is the height above 

:a horizontal line subtended by one revolution of the gradienter 
screw at a distance d, and n is the number of revolutions made 
in any given case. The gradienter screw is usually so cut and 
placed that when (i = 100, w = 2, and A = -J, the factor then 
becomes 

100 cos 2 a - J sin 2 a. 

With the object of reducing the computation to a simple multi- 
plication, Messrs. Buff & Berger, of Boston, U.S., supply with 
their transits a table of factors calculated for vertical angles 
of 0" to 15'. 

Instruments in which the angle is constant, and the height of 
the staff variable, are more important and more numerous. The 
original instrument of this cla^ is the stadia, invented by 
William Green in 1778. The instrument used in conjunction 
V7ith the stadia or staff consisted of a tube provided with three 
parallel wires. In Fig. 76, let G, E, and F represent these wires ; 
G being the axial wire, and E and F the end wires ; then the 
constant angle a will be determined by the height G F, or t, and 
the distance A G, or r, from the eye-piece to the wires. If AD, 
the distance to be measured, is represented by e/, and if s repre- 
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sents the height of the staff D 0,, intercepted by the wires G and 

T 

r, the equation obtained is rf = ~«. 



i 



The stadia is no longer employed in this primitive fomu In 
Austria, however, a similar instrument is occasionally used in 
levelling for railway sections. In this the tube is replaced by a 
pair of sight-vanes, one of which has two parallel wires 0*03 
metre apart, stretched across the aperture. The distance from 

T 

one sight to the other being 0*3 metre, the ratio t is equal to 10, 

so that, in order to measure distances in metres with this instru- 
ment, it is merely necessary to use a staff divided into decimetres. 
As a rule, the distances to be measured are so great that a 
telescope has to be employed; in which case the formula is 

T 

d — -5, as with the stadia tube ; r, however, is not constant, but 

varies according to the proportion -+3 = 7] /being the focal 

length of the objective lens. 

In the telescopes used in surveying, f is equal to 12 to 15 
inches, and r varies as much as 0*24: inch for distances of 20 to 
700 yards. Thus, for distances of 100 yards, the variation of r 
in proportion to the focal length is very slight. It must, how- 
ever, be taken into account, because r is used as a multiplier. 

Various methods are employed for remedying the variability of 
r. The telescope may be employed like the old stadia tube ; the 
staff being graduated for a single distance, and no corrections 
applied when the distance is greater or less than this. This 
method can be used only when great accuracy is not required. 

Eariy in this century, Reichenbach, a Bavarian eng;ineer, pro- 
posed a method that is still in frequent use. He eliminated r in 

111 r f 

the equations - + ;/ = ■> and d — -z8, obtaining d = - 8 + /. The 

value d, it is seen, is composed of two terms, one being propor- 
tional to 8 and the other being the focal length /. The distance 
measured from a point as far in front of the object-glass as the 
focal length of that lens, is thus proportional to 8, Then, if the 
distance is to be reckoned from the centre of the instrument, a 
■constant, c, the distance from the centre of the instrument to the 
object-glass, must be added. This may be made by the instrument- 
maker equal to 0*5^! The formula is then 

^ = 4 « +/+ c. 
% 
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All distances will thus be reckoned from the centre of the instru- 
ment, if the sum of the focal length and the distance from the 
object-glass to the centre of the axis of the telescope is added to 
the reading at every sight. For example, if the object-glass has a 
focal length of 6 inches, and the micrometer wires are 6 inches 
from the object-glass, 1 foot is the constant to be added to each 
reading. 

A staff may be graduated to read the distance direct. It is, how- 
ever, useful only for measuring distances, and not for levelling at 
the same time. It is preferable to use an ordinary levelling-staff 

f 
and a telescope, in which the instrument-maker has selected for -^. 

f 
some multiple of 100. Suppose, for example, that-^ = 100. The 

dL^tance from the centre of the instrument would then belOO« + 
the constant. The calculation of distances is thus greatly 
fiacilitated. 

When the line of sight is inclined towards the staff, the space 
intercepted is increased in the ratio of 1 to the cosine of the angle 
with the horizon. Thus, the space «'. for the staff perpendicular to 
the horizon becomes % for the staff when vertical, and, by approxi- 
mation, s' ^ 8 cos a. The inclined distance is then equal to 100 8 
cos a + (/ + c), and the horizontal distance is equal to 100 « cos^ 
a + (/-f- c) cos a. But since (/ + c) is, at most, equal to 2 feet, 
and the angle a is so very small, c may be taken as equal to its 
horizontal projection. The horizontal distance will then be equal 
to 100 8 cos^ a + (/ + c). 

In Grermany it is usual to hold the staff perpendicular to the line 
of sight. The inclined distance is then equal to 100 « + (/ + c), 
and its horizontal projection is equal to { 100 < + (/ + c)} cos a, 
or, approximately, 100 « cos a + (/ + c). 

The most effectual method of remedying the variability of r is 
that proposed by Porro, a Piedmontese officer, afterwards professor 
at Milan, who in 1823 modified the conistruction of the telescope 
in such a way as to remove all necessity for adding constants, and 
the distances measured from the centre of the instrument are then 
directly proportional to 8, He introduced between the object- 
glass and eye-piece a third lens, the focus of which coincided with 
that of the object-glass. Consequently the rays after passing 
through this third lens become parallel, whilst the sizes of objects 
subtending the same angle at the centre of " anallatism,^ or un- 
changeableness, are proportional to their distance ^m that point. 
This point being placed in the vertical axis of the instrument, the 
telescope is rendered anallatic. In other words, in consequence 
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of tne interposition of the anallatic lens, the rays coming from the 
end-wires to the staff, form an angle » with its vertex at O, the 
centre of the telescope. The angle 
is termed the diastimometric 



ft) 



angle, and O the anallatic point. 
The angle u varies with the distance 
of the anallatic lens from the object- 
glass. If this distance increases, u 
decreases, and conversely, whilst 
the distance remains constant, a is 
invariable. It can easily be seen 
that the distance from O, the centre 
of the telescope, can be deduced 
from the length A B intercepted by the wires. In fact the sides 
of the diastimometric angle form with the staff virtual triangles, 
O A B, O A' B'. These triangles being similar give — 




Fig. 77. 



OP OP' 



>=*. 



AB A'B 

It is thus merely necessary to determine a simple constant, the 
diastimometric ratio, and then to move the anallatic lens until 
u coresponds to it. As a rule, k is taken as ^g^, in which case oj- 
is equal to 0*32 centesimal degree. It follows that at 200 yards, 
for example, the length of staff intercepted should be 1 yard. 
The diastimometric ratio is represented by the expression 2 tan 
a 

2* 



u 



The distance is then 8-7-2 tan ^, 



The original instruments, tacheometers, made by Porro were 
very favourably reported on by the Paris Academy of Sciences 
and by a French Government Commission. Their extremely 
delicate nature, however, prevented them from coming into- 
general use. 

In 1856, M. Moinot, engineer to the Paris, Lyons, and 
Mediterranean Bail way, gave the tacheometer a form resembling 
that of the larger modem theodolites. His instrument is based 
on the same principle as that of Porro, but is much less delicate 
and le^s expensive, while giving results of great accuracy. Like 
Porro's original instrument, Moinot's tacheometer permits dis- 
tances to be measured at the same time as angles and differences 
in level. Its use has led to a new method of surveying foir 
railway purposes, termed tacheometry, which is quite as accurate 
as the older method of longitudinal- and cross-sections. By the 
advantages it presents of greater rapidity, and the small number 
of assistants required, this method has undoubtedly contributed 
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to the development of railways, notably in mountainous districts. 
The aim of tacheometry is to survey and level simultaneously a 
tract of ground with the greatest possible accuracy in the least 
possible time. In mountainous districts, it is a method of the 
greatest value, since it dispenses with the chain and spirit level, 
and thus the laborious, slow, and expensive processes of chaining 
ov«r bad ground and of levelling up and down hill, are avoided. 
By means of a single observation, the distance, azimuth and 
height are determined of every point visible and accessible from 
a given station point. In this way, surveys are made in one- 
third to one-fifth of the time that is required for the older 
methods. Since its first application by Moinot in 1856, on the 
line from Nice to Genoa, it has been employed in most of the 
continental countries, excepting perhaps North Germany. There 
Beichenbach's method is still used; instruments being constructed 
under the name of tacheometers, more or less similar to Moinot's 
tacheometer, but without the anallatic telescope. 

The tacheometer is so constructed that 2 tan ^ is equal to i^. 

The distance being equal to 200 9 may be read direct from the 
staff, if the latter is graduated in half-centimetres. Thus, if the 
lower wire coincides with the division marked 100, and the 
upper one with the division 110, the height 8 will be equal to 110 
- 100 = 10 half centimetres, and the distance will be 10 
metres. 

In order to reduce the measured distance to the horizontal, the 
work is always carried on with the staff held vertical, and the 
angle of inclination of the optic axis is determined. 

Calculations. — For calculating the results of a tacheometer- 
survey, the slide-rule may advantageously be used. The rule 
contains scales of numbers, sines, and tangents. To these 
Moinot has added a scale giving the values of sin^, the origin of 
which is so placed that a single setting of the slide gives simul- 
taneously the horizontal distance {% sin^ 9), and the difference 
of level. By means of these scales, the co-ordinates of points 
observed from a single station with the tacheometer are rapidly 
computed, without any direct measurements being made. *. 

The Protractor designed by Moinot for plotting tacheometer- 
surveys differs from the ordinary protractor, in that it gives at 
the same time the direction and the distance of the point to be 
determined on the plan. It is a semicircular protractor, of 
transparent horn, or of thick paper, provided with a needle- 
pointed pivot at its centre. Its straight-edge is graduated so 
that distances can be measured off each way from the centre. 
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Angles are obtained &om the graduated semicircle, reading from 
a point marked on the plan. 

The Tacheometer is nothing more than a theodolite with a 
concentric distance-measuring telescope. It differs from the 
theodolite in being furnished with an anallatic lens, and usually 
in being graduated according to the centesimal method, the 
circle being divided into 400 parts or degrees. Though not 
indispensable for a tacheometer, this division is very convenient. 
The angles are read more rapidly, on account of the simplicity 
of the division into tens and hundreds, and since they are read 
from two verniers, one at each end of a diameter of the circle, 
errors are at once evident, the readings differing by 200*. 
Lastly, with the centesimal division, the slide-rule computations 
are greatly facilitated. Tables of logarithms for the centesimal 
method have been prepared by Callet, Borda, PlausoUes, Laland, 
and others, and have been in use for many years. The best 
forms of tacheometer are those made by Messrs. Troughton db 
Simms, and Mr. L. Gasella. 

The Staves used in tacheometry are always graduated with 
sufficient distinctness to be read by the observers. Porro's staff 
is triangular in section, and has three graduations with different 
subdivisions according to requirements. For short distances, 
the divisions are extremely fine; for greater distances only 
whole metres are marked in bold figures. Moinot's staff is 
graduated in such a way that it can be used for short or for long 
distances. 

The staff should not exceed 12 to 16 feet in length, and 
should be made of light wood. During the observation it must 
be held perfectly vertical. It should therefore be provided 
with a plumb-line, or, better, with a round spirit-level, the 
tangential plane of which is perpendicular to the graduation of 
the staff. 

The Field- Work. — Tacheometric-surveys are usually conducted 
by a party of three, (1) the engineer to direct the work ; (2) the 
observer at the instrument; and (3) the recorder to book the 
results. On level ground two staff-holders are employed, and 
on irregular ground one or two more are necessary, in order to 
prevent loss of time to the observer. For less important surveys 
one observer and one staff-holder suffice. 

When the instrument has been set up at a suitable point, 
staff-holders are sent to all the points to be surveyed. To each 
point a number is assigned, and noted in the field-book, and on a 
sketch made at the same time. The telescope is directed 
towards the staff, and the micrometer wires are read and noted 
in the proper column of the field-book. The horizontal and 



206 MINE-SUBYBTING. 

vertical angles are then read and noted This operation is 
repeated for all the points that can be seen from this station. 

In this way, for every point three figures are obtained — the 
distance, and the horizontal and vertical angles. The point is 
thus fixed by means of polar co-ordinates. 

If the survey has to be connected with one previously made, 
some data from the former work are necessary in order to make 
the connection. Two points, if accurately determined, are 
sufficient. 

The instrument having been set up and levelled, the engineer 
makes a reconnaissance of the ground to be surveyed, and gives 
instructions to the staff-holder, who goes successively to all the 
points selected by the engineer, and at each one holds the stafi* 
steadily vertical until he receives a signal to pass on. The 
observer at the instrument now makes the necessary observations, 
which are noted in the field-book by the recorder. 

When the ground to be surveyed is so extensive that two 
stations are necessary, the engineer selects two points visible 
from both stations. When the observation at the first station 
is finished, the instrument is moved to the second, and the two 
points are observed. The connection could, of course, be made 
by means of one point only. It is, however, advisable to employ 
two as a check on the accuracy of the work. When a number 
•of stations are required the method is similar. The method 
described is that used by Porro. 

Moinot employs the tacheometer in preliminary surveys for 
railway lines in the following manner: — Before the belt of 
ground is surveyed, an extensive reconnaissance is undertaken, 
and the main direction of the railway determined, so that the 
survey may be limited to a comparatively narrow strip. On 
account of the rapidity of the method there is no occasion to be 
too anxious about limiting the width. A strip should always be 
selected of sufficient width to allow if necessary a lateral dis- 
placement of the line. A width of 400 yards is quite sufficient. 
Marks are fixed 200 to 300 yards apart, and numbers are 
•assigned to them. For filling in details, points are chosen 
wherever the ground presents any decided change of level. The 
instrument is set up at a point so selected that connection can 
be made with any existing survey or railway. The assistant 
then gives a signal with a whistle or horn to announce that he 
is ready. In the meantime the recorder has measured and noted 
the height of the instrument, and the engineer has made a 
sketch roughly to the scale of the plan to be prepared, showing 
all the roads, rivers, boundaries, fields, and the station of the 
instrument. As soon as he hears the signal, the engineer 
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indicates to each staff-holder his place, care being taken that only 
one staff is ready at a time. The other staff-holder is still on 
the road, or, if already at his post, he turns the narrow side of 
the staff towards the instrument, and remains in this position 
until it is signalled to him that the preceding reading is finished. 
He then turns the graduation of the staff towards the instru- 
ment, and by means of a signal directs attention to his position. 
He then awaits the signal that he can pass on. 

The assistant at the instrument has to read the upper and the 
lower wires with each staff, and then the vertical and horizontal 
angles, and to call them out in this order to the recorder, who 
notes them in the field-book. The recorder enters the points in 
order, as 1, 2, 3, &c. At every fifth or tenth point the assistant 
gives a double signal, whereby the engineer, although at a 
distance from the instrument, has a check on the accuracy of the 
booking, seeing that he has entered the points in his sketch in 
the same order. 

In order to economise time, the engineer selects the points in 
such a way that he comes finally in proximity to the point he 
regarded as being most suitable for the next station. Here he 
places a mark and sets up a staff, at the same time giving a 
special signal to the assistant. 

When the readings for this next station are finished, the 
observations at the first station are complete, and the instrument 
is carried on. In the meantime, the man who was holding the 
staff at the new station returns to the preceding one just left by 
the instrument. The recorder begins a new station in the field- 
book, and at once enters the height of the instrument in its 
proper column. A back-observation is now taken, and the 
distance, height, and azimuth should coincide with the results 
previously obtained. 

By the aid of this method, Moinot has surveyed about 1,000 
miles for railway purposes. The distances, when measured on the ' 
ground with extreme care, have never differed from those shown 
on the plan by more than one per thousand, and the longitudinal 
Bection obtained by accurate spirit-levelling has never presented 
any appreciable difference when compared with the results 
afforded by the heights given on the plan. 

The Topographical Stadia differs from the tacheometer in that 
the micrometer is not applied to the telescope of a theodolite, but 
to the alidade of a plane-table. The points are observed from one 
station, the distances from this being reduced to the horizontal, 
and the heights calculated on the spot hy means of a special 
slide-rule. The data thus obtained are at once plotted to the 
scale required on a sheet of paper stretched on the plane-table, 
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the height of each point being accurately noted. When the 
height of a sufficient number of points is determined, contour 
lines are traced with the ground in view. In £em^, the ground is 
practically sketched from nature. 

On the United States Coast and Geodetic Survey, the plane- 
table has been exclusively used for making topographical surveys ; 
the stadia, or telemeter as it is called on that service, being used 
in connection with it. The stadia is graduated experimentally for 
the particular instrument, and for the eye of the observer who 
has it in use. It is simply a scale of equal parts painted upon a 
wooden staff, about 10 feet long, 5 inches wide, and 1^ inch thick, 
so graduated that the number of divisions, as seen between the 
horizontal wires of the telescope, is equal to the number of metres 
in the distance between the obser\'er's eye and the staff held 
perpendicular to the line of sight. 

American experience tends to show that the plane-table is 
adapted to open country and long distances, where no contour 
lines are to be determined, and where the stations are compara- 
tively few, as well as where a multiplicity of detail is required. 
Against the advantage of plotting the work in the field may be 
placed the disadvantages of having no record but the field-sheet, 
which is liable to be spoiled in a storm. 

The Theodolite and Stadia. — ^The method of surveying with the 
plane-table and stadia is being superseded in America by the use 
of the transit-theodolite and stadia, a method introduced in 1864, 
when it was officially adopted on the United States Lake Survey. 
All that can be done with the plane-table may also be done with the 
transit-theodolite. The plane-table can be used only for topo- 
graphical work, and requires special practice, whilst the theodo- 
lite for the stadia survey can be adopted in all cases where a 
theodolite is required, and but little special training is required 
in order to use it with the stadia. 

The best instrument to employ is a theodolite reading to 30". 
The micrometer wires should be fixed ; when adjustable, they are 
not sufficiently stable to be trustworthy. The stadia is usually a 
staff, 1 inch thick, 5 inches wide, and 14 feet long. In order to 
graduate the staff, it is necessary to know what space on it cor- 
responds to 100 feet (or yards, or metres) in distance. To deter- 
mine this, it is best to measure off c +/ in firont of the plumb- 
line, and set a point. From this point, accurately measure a 
base-line of (say) 200 yards, on level ground, and hold the 
blank staff at the end of this line. Have a fixed mark on the 
upper portion of the staff, and set the upper wire on this. Then 
let an assistant at the staff record the position of the lower wire, 
as he is directed by the observer at the instrument. Kepeat the 
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operation until the mean gives a satisfiewjtory result. If the base 
was 200 yards long, divide the space intercepted by the two wires 
into two equal parts, then each of these parts into ten smaller 
parts, and finally each small space into live equal parts. Each of 
these last divisions will represent 2 yards. Diagrams are then 
to be constructed on this scale, in such a way that the number of 
symbols can be readily estimated at the greatest distance at which 
the staff is to be held. If, when tested by re-measuring the 
base-line, the wire interval is found to have changed, the staff 
must be re-graduated, or a correction must be made to all the 
readings. 

If the wires are adjustable, any unit scale may be selected, 
and the wires adjusted to this. By this method, distances may 
be obtained from levelling-staffs, where it is desirable that each 
foot on the staff should correspond to 100 feet in distance. 

In making a survey for the purpose of preparing a contoured 
plan, a series of points should be determined with reference to 
each other, both in geographical position and in elevation. These 
points should not be more than 3 miles apart. The points of 
elevation, or bench-marks, need not be identical with the points 
fixed in geographical position. The latter are best determined 
by triangulation. 

A system of triangulation points being established, the angles 
are observed and the stations plotted on the plan. For small 
areas the plotting is best done by means of rectangular co* 
ordinates. The survey may, however, be plotted directly from 
the polar co-ordinates (azimuth and distance). For this purpose 
the plan should have printed upon it a protractor circle, 12 
inches in diameter, by means of which the lines can be plotted 
accurately to 5'. 

A line of levels is next run, bench-marks being left at con- 
venient points. The topographical survey .is then made, and 
referred to this system of triangulation points and bench-marks. 
The surveying party should consist of the observer, a recorder, 
three staff-holders, and, if necessary, two axe-men. 

The record in the field-book consists of (1) a description of the 
point ; (2) the reading of the vernier ; (3) the distance ; (4) the 
vertical angle. Two columns are ' left for reduction ; (5) the 
difference of height corresponding to the given vertical angle 
and distance ; (6) the true height of each point above the datum- 
line. The right-hand page of the field-book is reserved for 
sketching. 

The only calculations necessary are to find the height of all the 
points taken, with reference to the datum-line, and sometimes to 
correct the distance read on the staff for inclined sights. These 

14 
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calculations may be performed by means of tables computed by 
Mr. A. Winslow, of the State Geological Survey of Pennsylvania, 
©r by means of a diagram prepared by Professor J. B. Johnson, 
«f Washington University. 

The only available information as to the accuracy of this 
method of surveying is given in the report of the United States 
Lake Survey for 1875. The entire stadia work of that year was 
co-ordinated, and compared with the corresponding distances 
obtained by triangulation. In this way 141 lines, on an average 
1^ mile in length, were tested, the average error being 1 in 650. 
The length of sight between the stations averaged 800 to 1,000 
feet. The limit of error allowable in closing on a triangulation 
was 1 in 300. No special pains were taken to make these lines 
more accurate than others, since it was not known at the time 
that the results were to be tested. The readings were taken to 
the nearest metre : the staves were sraduated for a single dis- 
tance ; and no corrections were applied when the distance read 
was greater or less than this. The accuracy thus attained was 
aufficient for the object of the survey. Had more care been 
exercised in the work, the readings limited to 1,000 feet, and all 
corrections applied, it would have been easy to bring the error 
within 1 in 1,200. 

This method was employed by Mr. W. B. Dawson,* for the 
preparation of a map of the gold-field on the Atlantic Coast of 
Nova Scotia, on a scale of 2 inches to the mile. The traverse 
lines ran along the roads and principal streams, forming a net- 
work of quadrilaterals, and were plotted by co-ordinates. The 
instruments nsed in the survey were a Sopwith levelling-stafl; 
and a 6-inch transit-theodolite with a 4J-inch compass-needle. 
The telescope was fitted with three horizontal spider lines, 
unequally spaced, the larger interval corresponding to 100 feet 
of distance for each foot intercepted by the staff. The smaller one 
was only used for longer sight, and when the view was obstructed. 
In 1a.ye months of field work an area of 180 square miles was 
surveyed, including nearly one hundred lakes from 7 miles long, 
downwards, all the work being done by Mr. Dawson with one 
assistant, and one or two men according to circumstances. Wet 
days were devoted to the reduction of the observations. The 
total cost of the survey was 16*75 dollars per square mile. 

Telescope Measrtronents in Mine-Surveys. — In mine-surveys 
very accurate readings may be obtained on account of the 
steadiness of the air. A transit-theodolite magnifying ten times, 
with adjustable micrometer wires, was used in 1865 with great 

♦ Tran8. Amer. Soc, C.E.^ 1882, p. 897. 
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"Success by Mr. B. S. Lyman,* for surveying in an American 
•colliery. It saved much disagreeable groping in the mud to 
count the links of a chain, and levels were taken at the same 
time. The wires were placed so far apart that 1 foot of space 
intercepted on the staff indicated a distance of 100 feet. The 
figures on the staff were painted with red ink upon thin paper 
that had been fastened to strips of common window glass by 
transparent varnish. Then over the paper another coat of 
varnish was poured, and upon this was placed another strip of 
glass. The glasses, with the paper between them, were then put 
into a narrow wooden frame, which formed one side of a long 
box. This had neither top nor bottom, and its sides were so 
hinged together that they folded over upon each other when not 
in use. The back of the box had holes through it to supply air 
to the lights, and either safety-lamps or candles were fixed to the 
wood of the back. The box was made 5 feet in length ; but for 
low mines one might be made much shorter. This staff lighted 
inside makes telescopic measuring and levelling easy under- 
ground, where chaining is particularly disagreeable. 

To remedy the difficulty of getting sufficient light to read the 
ordinary staff. Professor Johnson proposes to use two strips, one- 
quarter of an inch wide, one of which is fastened with its top 
even with the zero of the stadia scale, whilst the other is moved 
to suit the position of the other wire. The reading of the top 
edge of the upper strip then gives the distance, which is read off 
by the staff-holder. 

Tacheometry is specially adapted for geological-surveys, which 
have frequently to be made in mountainous districts where 
chaining is laborious and inaccurate, and where levelling up and 
down the sides of the mountains is not to be thought of The 
Geological Survey of Pennsylvania has surveyed some 3,000 
square miles by means of the transit-theodolite and stadia. In 
the vicinity of mines and where land is valuable the work is 
done with extreme accuracy, the length of the lines being limited 
to 400 feet.t 

* Joum, FranEin Inat, vol. Iv., 1868, p. 385. 

f For further information on this method of surveying, the student is 
referred to Prof. J. B. Johnson's Mamial of the Theory and Practice of 
Topographical Surveying by Means of the Transit and Stadia, New York, 
1886 ; and to B. H. Brough's paper on ** Tacheometry, or Rapid Surveying," 
Min, Proc. Inst C.E.^ vol. xci., 1888, p. 282, in which a bibliography of the 
subject is given. 
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CHAPTER XYT. 

Setting-out. 

Ranging Straight Lines. — Setting-out, or the location of pre- 
determined points, is defined as that branch of geodetic opera- 
tions which is the converse of surveying and levelling, the latter 
consisting in discovering the position of a series of actually- 
existing points. 

In ranging and setting-out a base-line for a surface-survey, 
ranging rods, 5 to 7 feet in length, are used. They are usually 
circular in section, and painted in lengths of 1 foot or 1 link, 
black, white, and red alternately. When one colour cannot be 
clearly seen, one of the other coloured portions can generally be 
distinguished. 

The rods are planted vertically in the ground, the verticality 
being judged by the eye. When great accuracy is required, a 
plumb-bob must be used. Its string is turned over the first and 
second fingers of the hand, so that when it hangs vertically, the 
rod may be placed parallel to it. The distance apart of the rods 
varies from 66 feet to 300 feet. 

For ranging straight lines of moderate length, the most con- 
venient instrument is the transit-theodolite, because the telescope 
may be turned completely over about its horizontal axis, so as to 
range one straight line in two opposite directions from one station. 
The error with this instrument should not exceed 10 seconds in 
angular direction — that is, about 3 inches in a distance of a 
mile. 

For straight lines of very great length, the theodolite is not 
sufficiently exact. It is then advisable to use a transit-instru- 
ment. In order that a vertical circle may be correctly described 
by that instrument, it is necessary that the line of collimation 
shall be precisely at right angles to the horizontal axis about 
which it revolves, and that the pivots of that axis shall be pre- 



SETTING-OUT. 213 

cisely level with each other when they rest in their Y's on the 
iron stand. 

Plotting the Undergroimd Traverse on the Surface. — If it is 
required to plot the traverse on the surface of the earth, a process 
which in former times was in general use for determining the 
position of the boundary of the mine, the first course, from which 
azimuths were measured, must first be laid down in horizontal 
length and direction,' and its ends marked with stakes. The 
position of the first station being thus determined, the second 
station may be found by laying off from the first station, at the 
proper angle, a horizontal distance equal to the length of the 
course. In the same way, all the successive underground stations 
may be marked out on the surface. 

This process is tedious, and liable to error, and should conse- 
quently only be employed when absolutely necessary. Instead 
of repeating the traverse on the surface, the required distance 
and its bearing should be calculated trigonometrically, and marked 
out on the surface. 

Setting-Out Railways to Mines. — Hallways to mines may easily 
be set-out when the ground presents no great irregularities, the 
best line for the railway being determined by levelling from the 
starting-point to the mine. The line, of which a trial section 
shows the fewest difficulties of construction, having been selected, 
it is roughly marked out on the ground by strong pegs. The 
entire line is then carefully levelled and an accurate section 
drawn. From this the amount of cutting and embankment 
necessary may be determined. The entire line is then set out on 
the ground. 

Two stakes are driven into the ground with their heads at the 
intended formation level, at distances of about 50 feet apart, near 
the commencement of a proposed cutting. The excavators are 
then able to carry on the cutting at the proper rate of inclina- 
tion by a process called boning. This consists in ranging a line, 
of uniform inclination, from two points in it with T-shaped 
instruments, called boning rods. Boning rods of the same height 
are held vertically upon the two stakes driven into the ground, 
and a third rod is held at some point along the intended slope ; 
then, if the inclination is correct, the tops of the three rods 
will be in line. If the third rod is too low or too high, it must 
be raised or lowered until it is in line with the tops of the other 
rods. 

Banging Curves. — Railway curves are of frequent occurrence, 
and even branch railways to mines, which are usually not of great 
length, can rarely be made without them. 

A common method of setting-out a railway curve of a given radius 
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on the ground is by means of offsets. In Fig. 78, A and G are 

the ends of the straight portions of the 

^ ^ line to be connected by a curve, being 

/\^f^^^L\ *^® *^o points at which the curve falls 

^^^^^^^^'"'^ *^ iiito the straight lines. Let AC, C E, 

E G be the distances which it is desired 

that the points found in the curve shall 

apart. Then measure, upon the 

Fig 78. straight line A produced to D, the 

distance D equal to E, and join D 
E. This distance D E is called the offset, and gives a point E in 
the curve. Eange a straight line through the points E, and 
upon it lay off the distance E F equal to E G, and join F G. 
The point G will be the next point in the curve. Proceed in the 
same way until the whole extent of the curve has been set out. 
Let r be the radius of the curve, and d the distance A 0, E, or 
E G, which it is desired that the points found in the curve shall 
be apart, then the value of the offset is 

2 r 

» 

If E and E G are two equal chords, the offset is 

FG = ^^'^P « OE^ 



A B being a tangent to the curve at A, the value of the offset 

AC« 



from the tangent is 



BO = 



2r 



The values of D and E F will be found from the following 
equations : — 

^0 E^ -- D E2 = C D, and 
CE(r^DE) ^^^^ 



For example, — ^Let r = 15 chains or 990 feet, and the distance 
d = 1 chain or 66 feet, ^the length of the first offset is ^ ^^ x 
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= 2-2 feet. The distancse to be laid off upon the line A 
produced to give the place for this offset is V^bt)*^ - 2-22 = 

65*963 feet. Again the length of the second offset is ^^ 

= 4*397 feet, and the distance to be laid off upon the chord 

produced to give the place for this offset is q^T) ~ — 

= 65-85 feet. 

A rough method of setting out curves is to extend a line from 
the tangential portion of the railway and measure an offset at 
the end of each chain. The length of the offset is found from 
the formula — 

Length in inches = — =-: ? ^^ — i — ^ — , 

° radius oi curve in chains 



in which 792 represents the number of inches in a chain. 

For example, — If the curve has the radius of 40 chains, th^ 
length, in inches, of the offset at the end of the first chain is 

!?2 -- 19-8 

To "" ^^^• 

A more rapid and more accurate method of setting-out circular 
curves is by means of angles at the circumference, a method first 
described by Eankine in 1843. It is based on the theorem 
(Euclid, IIL, 20) that the angle subtended by any arc of a cirde 
at the centre of the circle is double 
the angle subtended by the same arc 
at any point in the circumference of 
the circle. In Fig. 79, A B is an arc 
of a circle, is a point in its circum- 
ference lying beyond the arc. The 
angle A C B is half the angle sub- 
tended by A B at the centre of the 
circle. When the point at which the 
angle is measured lies upon the arc, fig 79. 

as at E, it is the angle B E F »» A E G 

that is equal to half the angle at the centre of the circla When 
the point at which the angle is measured is one of the ends of 
the arc, as at A, it is the angle DAB that is equal to half the 
angle at the centre of the circle, expressed by a formula, the 
angle at iiie circumference in minutes = JlOB ^ 'E'EB » 
P A B = half the angle at the centre 
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- 1718'-873 ^f^ f .'^° 
radius of circle 

in which formula, the coefficient is the value in minutes of one 
half of the arc that is equal to the radius. 

The English practice of designating curves by their radii in 
chains has but few advantages, as there are no acreage cal- 
culations involved. It is preferable to express the radii in 
hundreds of feet, or chains of 100 feet. This method is now 
coming into general use. The American practice is to designate 
curves by the number of degrees in the angle subtended at the 
centre by an arc 100 feet in length. Thus, curves are named 
one-degree curves, two-degree curves, (fee, when the central 
angle subtended by 100 feet is one degree, two degrees, &c. In 
this method, which is one of great convenience, confusion is 
created by terming the centre angle "the angle of deflection." 
The value of this angle in degrees is 5729*6 divided by the 
radius in feet. 

In setting out curves by means of angles at the circumference, 
a 6-inch transit-theodolite is set and adjusted at a tangent point, as 
A, and directed along the tangent to D. An angle equal to half 
the degree of curvature is deflected from A D towards the side on 
which the curve is to run. Of the two chainmen, the follower holds 
liis end of the chain at A, and the leader, keeping the chain 
stretched, is directed by the observer at the instrument into 
line with the axis of the telescope. In this way, the position of 
the point E on the curve is fixed. From the line A E, the same 
angle is set off", the instrument remaining at the tangent point. 
The chainmen move forward ; the follower stopping at E, and 
the leader moving the stretched chain around that point as 
centre until the other end comes into line with the axis of the 
telescope. A second point B on the curve is thus obtained. By 
continuing the process of setting off angles equal to half the 
degree of curvature, and causing them to subtend distances of 
100 feet each, the entire curve is set-out. It is necessary that 
the angle formed by producing the straight portions of the line, 
should be known, in order to find the place on the ground from 
which the curve is to start. As a rule, this may be taken at once 
with the theodolite. If an obstacle x intervenes, a point ?/ is 
selected on one tangent, from which the distance yz to the other 
tangent may be measured. The lengths x y and x % are then 
found by solving the triangle xyz. 

When obstacles prevent all the points from being set-out from 
one tangent point, the theodolite must be moved to the last 
point set-out, having the last angle clamped on its upper plate. 



SETTING-OUT. 217 

The original tangent point being sighted with the vernier 
clamped at that angle, by setting it off a new tangential direction 
is obtained. By revolving the telescope, the tangent is produced 
in the other direction, from which tangential angles may be set- 
off to fix more points on the curve. 

For example, — If the radius of the circle is 19 chains or 1254 
feet, and the distance required between the points in the curve 
100 feet, the tangent angle to be set-off will be 

1718-873 X }^^, = 137-07 minutes = 2° 17' 4". 

The method of setting-out curves assumes that the chord of an 
arc is equal to the arc itself. The difference does not, however, 
give rise to sensible error.* 

Gross-sections. — When each curve has been ranged, stakes, 
branded with the distance from the beginning of the line, should 
be driven in. 

To ascertain the amount of excavation or embankment re- 
quired to form the railway, cross-sections must be taken at each 
chain length at right angles to the longitudinal-section. The 
slope at which it is desirable to form a cutting or embank- 
ment depends on the nature of the ground. The usual slope is 
1 foot fall in 1^ foot horizontal, or expressed by the ratio of 
slope \\ to 1. Experience shows that fine dry sand will stand 
at an angle of 35°, dry loose shingle at 39°, and compact damp 
earth at 54'. 

Driving Levels Underground. — In driving levels, it is usually 
necessary that a certain inclination shall be maintained. The 
miner must consequently be provided with suitable appliances in 
order to enable him to fulfil the required conditions. 

In metal mines, if the level has to be driven horizontal, the 
easiest method is to conduct water into it. A dam is erected 
just before the working end, and the level is so driven that 
the water always maintains the same height. This method can, 
however, only be applied when no water is given off from the 
rock in the level, as with the slightest influx of water, the surface 
is disturbed and ceases to be horizontal. 

The inclination of the level may be checked by means of a 

* For accounts of the methods of setting-out carves in cases where 
extreme accuracy is required, the student may consult L. D. Jackson's 
Aid to Survey Practice^ London, 1880, pp. 208-288; J. C. Trautwine's 
Field Practice of Laying out Circular Curves for Railroads^ New York, 
twelfth edition, 1886; W. J. M. Rankine's Civil Engineeinngj London, 
aisteenth edition, 1887. 
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plumb-bob. The instrument usually employed (Fig. 80) is maae 

of deal boards, 1^ inch 
thick. The foort-f»ece is 
6 feet in length and 4^ 
inches broad. The vertical 
piece is 3 feet in length, and 
6 inches broad at the lower 
end, tigering upwards 
until, at the top, it is 4 
inches broad. In addition 
to the plummet, there is a 
small spirit-level fixed to 
the foot-piece to serve as 
a check. The instrument is placed on the floor of the level, and 
if the latter is being driven truly horizontal, the plummet will 
hang in the hole made in the vertical piece for its reception^ 
and at the same time the bubble will be in the middle of its tube. 
The main horse-roads in collieries should be driven with & 
slight inclination towards the shaft, so that water may flow from 
the workings to the sump. Experience has shown that an 
inclination of 1 in 130, or a little more than J inch in the yard, 
gives the most advantageous effect in drawing by horse-power 
the loaded waggons towards the shaft, and the empty ones back. 



Fig. 80. 




Fig. 81. 

Care must be taken that this inclination is not exceeded, as, in. 
driving levels, there is always a tendency to rise too £blbL For 
maintaining the required inclination, a piece of boaxd, ^ inch 
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thick, should be screwed to the foot at the end of the instrument, 
which is nearer the shaft. 

In order to test the inclination of an underground roadway 
with an inclination of 1 in 5, Mr. W. Wardle uses the instru- 
ment shown in Fig. 81. It is provided with two sole-pieces, the 
bottom of the lower one being at a distance of 1 foot from that 
of the upper one at one end, whilst at the other end it is brought 
to a feather edge. 

An ingenious clinometer, invented by Colonel G. P. Evelyn 
(patent 1885, No. 1964), may be advantageously used for setting 
out levels at any inclination. It consists of a curved tube filled 
with water or dilute spirit, on which floats a small bubble of 
compressed air. Adjacent to the tube, and concentric with its 
outer periphery, is the graduated arc of a circle. When the air- 
bubble is at the zero point of that arc, the base of the stand, in 
which the tube is mounted, is horizontal, and any inclination 
from the horizontal is shown in degrees by the position of the 
bubble on the graduated arc. The tube is easily filled and 
emptied, and the size of the bubble is regulated by a screw-cap 
fitting over the cork. 

To drive a level straight at a given bearing, plumb-lines are 
suspended from points in the roof previously fixed by the dial 
or theodolite. These lines indicate the direction in which the 
level has to be driven, and should be placed 30 to 60 feet apart. 

Curves for Engine Planes. — Curves may be set out under- 
ground by means of a theodolite on a short tripod, and candles or 
lamps instead of ranging poles. 

The direction in which curves for engine planes should be set 
out is sometimes roughly ascertained by making a careful survey 
and plan of the pillars and headings, through which it is required 
to drive iAie curve. The survey is plotted on a large scale — e.g.^ 
16 feet to an inch. The curve drawn on the plan is divided into- 
equal distances marked by points. The latter are then con- 
nected by dotted lines. By means of a protractor, the bearing 
of each of these lines is determined. For greater accuracy, off- 
sets are measured at every 6 feet on each side of the lines to the 
sides of the curve. In this way data are obtained from which 
the curve may be set out. 

Setting-out Tmmels. — The centre-line of the tunnel having been 
ranged on the sur£itce of the ground, a series of shafts are sunk 
from 100 to 200 yards apart along that line. In order to transfer 
the ranging of tiie line from above to below the surface of the 
ground, it is necessary to have two marks, consisting of nails 
driven in the cross-timbers in the centre-line at the bottom of 
each shaft as far apart as possible, to enable the line to be pro- 
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longed from the bottom of the shaft in both directions. To 
determine the positions of the marks underground, a ranging- 
frame is erected over the shaft. It consists of three half-timbers 
framed as a triangle and supported at the angular point by stout 
props. From the frame are suspended two plumb-lines, which 
are ranged by a transit-instrument. 

As this process cannot be satisfactorily used except in calm 
weather, Mr. F. W. Simms introduced the following modifica- 
tion: — By means of the transit-instrument, the engineer ranges 
two stakes in the centre-line at the surface, each being about 16 
feet from the centre of the shaft, so as to be safe from 
disturbance while the work is in progress. To mark the 
exact position of the centre-line a spike (Fig. 82) is driven 
into the top of each stake. The hole of each spike is 
carefully ranged in the centre-line, a piece of white paper 
being held at a short distance behind it, so as to render 
it visible to the observer at the telescope. A string is 
stretched centrally across the mouth of the shaft, and its 
Fig. 82. ends are passed through the holes in the spikes. It is 
then drawn tight and made fast. At each side of the 
shaft a plank is fixed at right angles to the string, and so placed 
that one side hangs over the shaft about 3 inches, so that a 
plumb-line may hang from it without coming in contact with the 
side of the shaft. A plumb-line being hung from each plank 
directly under the cord marking the centre-line, the lower ends 
of these plumb-lines represent two points in the centre-line at the 
bottom of the shaft. 

The approximate ranging of the heading connecting the lower 
ends of the shafts is effected by means of candles, each hung from 
the timbering in a sort of stirrup. The upper portion of the 
candle-holder (Fig. 83) employed by Mr. Simms is made of thin 

sheet-iron with a number of holes in it. The 
lower portion is of iron wire, carrying a socket 
for the candle. By means of the rack, the latter 
can be raised or lowered to the proper level, and 
being hung by a flat plate, it is prevented from 
rotating. 

The accurate ranging of the centre-line, when 
the heading has been made, is effected by stretch- 
ing a string between the marks already ranged 
at the bottom of the shaft, and fixing, at intervals 
of about 40 feet, either small perforated blocks 
of wood carried by cross-bars, or stakes with 
eyed-spikes driven into their heads, so that the 
Fig. 83. holes may be ranged by the string exactly in the 

straight line. 
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This method was employed by Mr. Simms for setting-out the 
Blechingley and Saltwood tunnels on the South-Eastem Kailway. 
Both these tunnels were straight from end to end, as is generally 
the case. Their centre-lines were ranged with a transit-instrument 
of 30 inches focal length with an object-glass of 2^ inches aper- 
ture. In order to command a view of every shaft, the instru- 
ment, mounted on a cast-iron stand, was set up on the highest 
point of ground as near the middle of the tunnel as possible, and 
raised above the surface by the erection of a temporary observa- 
tory. This consisted of a building of larch poles, in the centre 
of which was a brick pier 30 feet in height for the support of the 
instrument. 

When the length of the tunnel is not very great, the transit- 
instrument and temporary observatory may be dispensed with, 
and the 6-inch or 5-inch transit-theodolite used with advantage. 
This was done in setting-out the Clifton tunnel in 1871 to 1874. 
This tunnel is straight, on an incline of 1 in 64. It is 1737^ 
yards in length. At a distance of 276 yards from the lower end 
of the tunnel, where it approaches to within 140 feet of the 
Blackrock Cliff, a side drift was opened from the face of that cliff 
to the line of the tunnel. The tunnel was driven from this drift, 
and from two shafts sunk 998^ yards and 4*63 yards farther on. 

When the tunnels are of great length, and can only be driven 
from the ends, the setting-out is much more difficult than when 
shafts can be sunk along the line. The direction of the axis of 
the tunnel is determined by a traverse or a triangulation con- 
necting the two ends. In very long tunnels, such as those of the 
Alps, traversing is not sufficiently accurate, and recourse must 
be had to triangulation, as was the case at Mont Cenis and St. 
Gothard. The Mont Cenis tunnel, upwards of 6 miles in length, 
was set-out from both ends. The junction was effected without 
any error horizontally, and with only a foot of divergence 
vertically. 

Remarkably accurate results in tunnel alignment were obtained 
in 1888 in the Croton aqueduct at New York. The points of 
commencements of two headings were 6,400 feet apart, the one 
being 270 feet and the other 353 feet below the surface. The 
diameter of the heading was 16*5 feet. The direction was 
obtained by means of two plumb-lines, 16 '5 feet apart, let down 
each shaft. When the two headings approached each other, the 
final connection was made by two drills meeting in the same 
hole from opposite sides of the rock, and after the blast had been 
fired, it was found that the error in grade was 0*014 foot, and in 
alignment 0*09 foot. 

In New South Wales, a very successful alignment was effected 
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by Mr. T. W. Keele * in the construction of the Nepean tunnel, 
a conduit for supplying Sydney with water. The tunnel is 
23,507 feet long, the bases at the east and west ends being 
254: feet and 212 feet respectively, situated at the bottoms of 
precipitous limestone gorges. There were six shafts, admitting 
of only 12-foot bases, the depths varying from 210*5 feet to 324 
feet. The length between shafts Nos. 2 and 3 was 4,341 feet, 
the headings meeting at a point 3,018 feet from shaft Na 2. 
The error in alignment was | inch, and in grade ^ inch. The 
tunnel is 7i feet high and 9^ feet wide, and is inclined at 1^ 
rate of 2 J^ feet per mile. 

The line was transferred from the surface to the bottom of 
the shafts by plumbing. At tLe shafts brick pedestals were 
erected, one on each side, on the centre line, and about 50 feet 
apart, the tops being a foot above the shaft platform. Points 
were then accurately established on each, and a steel wire, 0*02 
inch in diameter strained, at its utmost tension, from point to 
point across the shaft. The process of plumbing down the shaft 
was then proceeded with. An 8-inch transit theodolite on its 
centering legs was then set up in one of the headings, and the 
intersection- of its cross-wires brought into coincidence with the 
line as given by the plummets. After the instrument had been 
adjusted to prolong the line into the heading, a hole was drilled 
in the roof and a wooden plug inserted ; and on this the point 
was obtained by sighting on to a plummet lamp, of the type 
used in Pennsylvania, suspended from it. In order to give the 
levels in the tunnel, the value of a bench-mark at the bottom of 
a shaft was ascertained by measuring the calculated distance 
from the surface with a steel tape ; and the levels were run 
into the headings. At intervals of 100 feet, hooks in pegs in the 
sides of the tunnel, and opposite to each other at right angles to 
the liiKj, were so adjusted that strings stretched through them 
were exactly 2| feet above the grade. The plummet lamps, 
hanging from the centre-pegs in the roof, being then lowered 
until their lights were even with the horizontal strings, the axis 
of the tunnel was determined, and the miners were provided 
with both line and grade. All that they required to do was 
to place a candle at the face in line with the lights from the 
plummet lamps, and measure down 2 feet 9 inches to find the 
grade of the invert. Bench-marks were established at intervals 
of 500 feet, and were frequently checked. 

The lengths of the headings and the results of the alignment, 
when the junctions were effected, were as follows : — 

♦ Min. Proc. Inst. C,E., vol. xcii., 1888, p. 259. 
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After the tunnel had been pierced through, daylight at one 
end was distinctly seen, without the aid of a telescope, from the 
other, 4 J miles away.* 

* On tunnelling, consult F. W. Simms* Practical Tunnelling^ 3rd ed., 
revised by D. K. Clark, London, 1877; H. S. Drinker, Tunnelling, New 
York, 1878, and F. Kziba, Lehrbuch der gesammten TuTinelhaukunst, 2 vols., 
Berlin, 1867-72, with the authorities there cited. 
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CHAPTER XVIL 



Mine-Surveying Problems. 
Determination of the Direction and Inclination of a Mineral 

Deposit. — Problems relating to the working of mines may be 
solved graphically or numerically. Graphic solutions are the 
most simple, but they require the plans on which they are based 
to be of undoubted accuracy. Most problems are therefore more 
conveniently solved by the ordinary methods of descriptive 
geometry. 

To determine the strike and dip of a vein that has been opened 
by a level driven along it, two points are selected in the axis of 
the level, either on the floor or on the roof At these two points 
two vertical props are set up^ when the bearing of a horizontal 
string connecting the two props will be the strike of the vein. 
Instead of the stretched string, a rod may be held horizon- 
tally. 

The strike being determined, the direction of the dip may be 
determined by setting off a line at right angles to the strike. 
The dip may be measured with a clinometer. 

A convenient instrument for determining the dip of mineral 
deposits is the so-called gradometer, invented by Mr. W. Fairley. 
It consists essentially of a 9-inch or 4-inch scale made to move up 
and down a vertical bar. "When the lower edge of the scale is 
placed on the plane of which the dip is to be determined, and is 
shown to be level by the spirit-level on the upper edge, the plane 
is horizontal. When the plane is inclined, a slide, like that of 
the slide-rule, marked on one side in degrees and on the other in 
inches per yard, is taken out and passed through a slit at right 
angles to the longitudinal axis of the scale. For measuring dips 
above 45*, a second slide is provided. The gradometer is of less 
wf^ight than a clinometer of the same length, and can be read 
with greater facility. 

If the strike of a deposit is known, its dip may be calculated 
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Thus if a line A E, Fig. 84, is drawn on the plane of the deposit 
A B D, and if through the point A, a 
horizontal plane A F passes, then A B, 
the line of intersection of the two planes, 
is the line of strike of the deposit. From 
any point G on the inclined line A E, let 
fall a perpendicular G H to the horizon- 
tal plane A F, and in the latter draw a 
horizontal line A J, which is the line of Fig. 84. 

strike of the inclined line AE. The 

horizontal angle B A J is the difference in bearing between the 
line of strike of the deposit and that of the inclined line ; whilst 
the angle G A H in the vertical plane E A J represents the dip of 
the inclined line A E. Let fall in the horizontal plane A F from 
the point H a perpendicular line H K to the line of strike A B, 
and join GK. Then GK is the line of dip of the deposit 
ABOD, and the angle GKH in the vertical plane GHK 
represents the angle of the dip of the deposit. 

If the strike A B of the deposit is expressed by c, and the angle 
B A J = e, and the strike of the inclined line = a, then e = o - a. 
In the right-angled plane triangles A G H and A H K, 

GH = AG sin 6, and 
HK = A G cos b sin e. 

Then from the triangle GHK, the value of the required angle 
of dip may be found from the formula — 

tanGKH=«H AGsinS 



H £ A G cos 6. sin e 
tan b 



sin 6 



Conversely if the angle of dip d is known, the strike may be 
found from the formula sin e = tan b . cotan d. 

For eamnple, — 1. What is the dip of a seam coursing 127° 30', 

if a diagonal heading driven in the seam has a dip of 4°, 

and courses 90° or due east and westi The angle e is 

= 127° 30' - 90° 00' = 37* 30'. The dip d is then found from 

the equation 

. , tan 4° 

15 
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Employing logarithms, this gives 

Ltan i"" r= 8*8446437 
L sin 3r SCy = 97844471 



L tailed s 9-0601966 

Thus (^ = 6' 33' 10'. 

2. Eocamph. — Determine the strike of a seam dipping 8°, in 
•which a diagonal heading is driven, dipping 6' and coursing 60*. 
In this case 

tan 5° 
sin e = - — -b • 
tan b 

Employing logarithms, this gives 

Ltan5° = 8*9419518 
LtanS" = 91478026 



Lsine = 97941493 

Therefore e = SS** 30'. 

The strike c required is found from the^ equation c = e + a^ 
thus 

c = ZdT 30' + 60° 00' = 98" 30'. 

The strike and dip of a seam may be determined if three 
points in it are given. Thus if three bore-holes, not in a straight 
line, have been sunk to the floor of a seam, as shown in the plan, 
Eig. 85, H M T, the problem is solved as follows : — Measure the 

depths of the three bore-holes from the same 
assumed horizontal plane at the surface. In 
this case, T represents the deepest, and H the 
iJ^. jy^'^' \ highest point of the deposit. Imagine per- 

pendiculars to be erected to H M at the 
points H and M, and on them laid off the 
heights H H' and M M', representing the 
heights that the floor of the seam at the 
bore-holes H and M is above the floor at 
the bore-hole T. In this way, H' M' repre- 
sents the line of inclination of the seam 
between H and M. That line is produced 
until it cuts the line H M produced at IT. 
Thus a point in the seam is determined, which is situated at the 
same level as the bottom of the bore-hole T, and T N is the lino 
of strike of the seanu 
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The line H N is found, from the similar right-angled triangles 
H H' N and M M' N, to be equal to 

^^ ~ HH'- MM' . • • ^^'^ 

From the bore-holes, the strike of H T and the angle N H T are 
known, and as H K is found from equation 1, in the triangle 
H N T there are two sides and the included angle known,' con- 
sequently 

HN + HT:HN - HT = tan J (T + N) : tan J (T - N) (2.) 

From this, the angles T and N are found, as half their sum is 
known. From the given strike H T and the angle T, the strike 
of the line T !N" may be deduced. 

In order to determine the dip of the deposit, imagine a line 
H O drawn from H perpendicular to the line of strike T N, then 

H O 

in the right-angled triangle HOT, w m = sin T, whence it 

follows that H O = H T sin T. 

At the point H erect a line perpendicular to H O, and along 
it lay off the height H T, being the height which the floor of the 
seam in the bore-hole H is above that in the bore-hole T. Then 
the line obtained O P is the true line of dip, and the angle 
HOP represents the angle of dip of the deposit. Thus tan 

H O P = v^^TT, or, by substitution, tan H P = r=rj= — ; — =, . 
HO'*' H T sin T 

Expressed by general formulae, 

tan S = — I — :^, and 
a sin V 



tan V = 



-jT-sm W 
a 

d d - 

a 3r oos W 

a 



in which S is the angle of dip of the bed, V the angle between the 
strike of the bed and M H, a the distance from M to H, a' the 
distance from M to T, W the angle in a horizontal plane between 
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M H and M T, cf the difference of the depths of the bore-holes INI 
and H, and d the difference of the depths of M and T. 

Fw example.— In Fig. 85, H T = 150 yards, H M = 112 yards, 
and M T = 100 yards, measured horizontally. The angle 
M H T = 41° 48' 37". T is the deepest bore-hole, and the floor 
of the seam in the bore-hole M is 32 yards, and in the bore-hole 
H 73 yards higher than in the bore-hole T. It is required to 
determine the strike and dip of the seam, when T H courses 
172: 30'. 

From the first equation given, 

Now, T + N = 180''-4r ^S'ST'-iaS" 11'23'', and half T + N 
= 69° 5' 41 •5"'. From the second equation 

. T-N 199-41-150 . -o.-,,, -. 
^-2--= 1- 99-41 + 150 • t^ 69 5 41-5 

= ^/i -tan 69" 5' 41-5" 
349-41 

From this, half T-N is found by logarithms to be 20° 18' 55''. 
Half T + N being 69° 5' 41-5", T is equal to 89** 24' 36-5", and N 
is equal to 48° 46' 46-5". 

As the strike of T H is 172° 30', and as T N lies to the ri^ht 
of T H, the strike of the latter is 

(172" 30' + 89° 24' 36-5") - 180° = 81° 54' 36-5". 

The angle of dip H F is found from the equation 

73 



tan H P = 



150 • sin 89° 24' 36-5* 



By the aid of logarithms, the angle H O P is found to be 
25° 57' 7". 

The strike of the seam, as found above, can be set out at the 
surface in the usual way. 

Determination of a Point at the Surface directly above one 
Underground. — If it is required to determine the position of the 



I 



I 
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end of a level, it will be found advisable to calculate it trigono- 
metrically instead of by plotting the traverse at the surfSace. 

The rectangular co-ordinates of the underground-survey are 
calculated, and the distance and bearing of the end from the 
shaft found from the formulae : 



jf. ' departure . 

tan of bearing = -^ .-i. j— > a-Jid 



latitude 



distance = latitude x sec of bearing. 

For example, — In order to calculate the bearing and distance 
of the end of the level from the centre of the shaft in the survey 
of the Work and Rest mine, the record of which is given on p. 34, 
the latitudes and departures must first be calculated, with the 
following results : — 



WORK AND REST MINE. REDUCED SURVEY NOTES. 



No. 

A 
B 
C 
D 
E 
F 
G 
H 
J 


Distance. 


BeariDg. 


Latitude. 


DXPARTDHX. 


N. 


s. 


R 


W. 


Feet. 
74-50 

82-83 

63-00 

3016 

23 76 

192-00 

96-60 

3400 

23-76 


N. 0°15'W. 
N. 14° 00' W. 
N. 27° 39' W. 
N. 84°57'W. 
S. 74° 06' W. 
N. 67° 45' W. 
N. 88° 00' W. 
S. 84° 06' \V. 
S. 62° 00' W. 


74-49 

80-37 

65-80 

2;65 

••• 
72-70 
3-36 

• •• 

• • • 


*•• 

••• 

• • • 

• . • 

6 60 

••• 

••• 

3-49 
14-62 


• • • 

• •• 

• • • 

• • • 

• •• 

• • • 

• • • 

• « • 

• •• 


0-32 
20 03 
29-23 
30-04 
22-84 
177-70 
96-44 
33-82 
18-71 


• • • 


• •• 


289-37 


24-61 


• «• 


429-13 
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The total latitude is 289-37 - 24-61 = 264*76 feet, and the total 
departure is 429*13 feet. The distance from the shaft to the 
station-point J at the end of the level is found from the formuUe : 

tan of bearing = ogrTyg* ^^^ 



distance = 264*76 sec. of bearing. 

The calculations are performed most quickly by means of loga- 
rithms, thus — 

log 429*13 = 2*632588 

log 264*76 = 2*422852 



10 + 0-209736 = L. tan 58° 20' 

L. sec 58° 20' = 10*2798601 

log 264*76 s 2*422852 



12*7027121 - 10 = log 504-32 

To determine the position of the point at the surface correspond- 
ing to the end underground, it is merely necessary to set-out 
from the shaft a horizontal distance of 504*32 feet at a bearing of 
58** 20' or N. 58° 20' E. 

This problem is of great importance for the determination of 
the position of the underground workings in reference to the 
boundaries of the concession or royalty. 

Holing from one Excavation to another. — The usual problem 
relative to holing consists in determining the length and direction 
of the axis of a gallery joining two given points. The problem 
may be solved graphically or numerically. In the former case 
the plans employed must be rigorously exact. In the numeri- 
cal method, the length and bearing are deduced from the co- 
ordinates of the end points. 

For example. — In the survey between the Speedwell and 
Netherthorpe shafts at Staveley, of which the record is given on 
p. 75, the latitudes and departures of the 15 drafts underground 
from the Speedwell downcast shaft to the face of the main ven- 
tilating drift, intended to hole into Netherthorpe shaft, were 
calculated with the following results : — 
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REDUCED SURVEY NOTES. 









Latitude. 


DXPABTUBl. 


No. 


Bearing. 


TtlstanfiA. 














N. 


S. 


E. 


w. 


A 


N. 34° 24' W. 


Links. 

13i 


11-14 


••• 


• •• 


7-63 


B 


N. 58" 35' E. 


639 


333 08 


••• 


545-32 


••• 


C 


N. 45'' 41' E. 


274 


191-42 


••• 


196-04 


•'•• 


D 


N. 37** 29' E. 


130 


103-16 


•• • 


79-11 


•*• 


E 


N. 8*'40'W. 


127 


125-55 


••• 


•*• 


19-13 


F 


N. 15° 02' E. 


405 


39114 


••• 


105 05 


... 


G 


N. 17** 57' E. 


206 


195-97 


••• 


63-48 


••• 


H 


N. 11" 35' E. 


158 


154-78 


••• 


31-72 


**• 


J 


K 35° 37' W. 


73 


59-34 


•• • 


... 


42-51 


K 


N. 18° 20' E. 


260 


246-80 


••• 


81-78 


•• • 


L 


N. 18° 14' E. 


470 


446-40 


• • • 


147 05 


.•• 


M 


N. 69° 42' E. 


384 


133-22 


... 


360-16 


••• 


N 


S. 27° 45' E. 


63 


• • • 


55-75 


29-33 


••• 





N. 69° 32' E. 


73 


25-52 


... 


68-39 


• • • 


P 
••• 


N. 71° 57' E. 


78 


2417 


•.. 


74-16 


••• 


• • • 


••• 


2441*69 


55-75 


1781-58 


69-27 



I 



The total latitude amounts to 2441-69' - 55-75 = 2385-94 links, 
and the total departure 1781-58 - 69-27 =-■ 1712-31 link& 

The direct bearing and distance measured at the surface from 
the Speedwell downcast shaft to centre of Netherthorpe shaft, 
intended upcast, were N. 37** 02' E., 3113 links, representing 
2485-06 links north latitude, and 1874-89 links east departure. 

The positions from Speedwell shaft, in terms of latitude and 
departure, were consequently as follows : — 
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N. Latitttde. E. Departnrs. 

Netherthorpe shaft, . • . 2485*06 1874*90 

Face of heading, . . . 2385*94 1712*31 

9912 162*59 



Now, tan of bearing = departure -f- latitude, and distance = lati- 
tude X sec of 
as follows : — 



tude X sec of bearing, therefore the distance to be holed is found 



log departure => log 162*50 s 2*211093 

log latitude == log 99*12 » 1*996161 

L tan of bearing = 10 + 0*214932 

The bearing is therefore N. 58" 38' E. 

log latitude = log 99*12 = 1*996161 

L sec 58° 38' » 10*283568 



log distance = 12*279729 - 10 

The distance is therefore 190*43 links. 

Having thus calculated the bearing and horizontal distance 
from the isLce of the heading to the intended upcast shaft, Mr. 
Howard determined to drive direct into the shaft, and the drift 
was accordingly set-out at the calculated bearing and distance. 
His survey and calculations were proved by the holing to be 
absolutely correct. 

If it is required to determine the inclination and distance of 
the axis of the heading uniting the two given points, and the 
co-ordinates of those two points referred to three axes of 
rectangular co-ordinates are x y z and x y' »' respectively, the 
distance d, the bearing /?, and the inclination a, may be found 
from the formulae — 

d = y/{x - x'f + (y - y'f + (« - z')^ 

X " X* 



tan/S = - 



y - y 



^'"^ "* " J{x - xy + {y - y'f + (» - zj 

Attention must be paid to the signs of the co-ordinates, which 
always indicate the position in space of the axis considered. 

A remarkable example of successful holing is afforded by the 
Ernst- August adit level in the Harz. This great adit, one of the 
longest in the worlds was commenced in 1850 and completed on 
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22nd July, 1864 ; it has a total length of 25,956 metres. It was 
driven from the bearings and distances calculated from the 
results of a survey made with extreme accuracy by means of the 
theodolite and spirit-level from a number of points. The results 



of the holings were as follows : — 



ERNST-AUGUST ADIT LEVEL. 







Ebrok OS 


HOUHO. 




Length 
Surveyed. 






In Direction. 


In Level. 


1. Holing in Kegenbogen mine, 


Fathoms. 
310 


Inches. 
0-2 


Inches. 
0-15 


2. Holing between the mouth of the 
adit at Gittelde, and the Fahlen- 
berg shaft, 


880 


0-3 


0-40 


3. Holing between the Mediog shaft 
and the George shaft, 


2,700 


1-5 


0-40 


4. Holing between the Hulfe Gottes 
shaft and the mouth, 


2,760 


1-0 


0-23 


5. Holing between the George shaft 
and the Knesebeck shaft, 


1,580 


1-6 


0-6D 


6. Holing between the Knesebeck 
shaft and the Hulfe Gottes shaft. 


1,430 


1-1 


014 


7. Holing between the Schreibfeld 
shaft and the Haus Sachseu 
shaft, 


1,890 


1-5 


0-37 


8. Holing between the Medins shaft 
and the Ernst- August shut. 


3,960 


1-2 


009 


9. Holing between the Ernst- August 
shaft and the Haus Sachsen 
shaft, 


1,190 


0-7 


006 



To drive a tunnel through a hill, the line of the tunnel is set 
out over the hill, and carefully levelled from the commencement 
at the foot of the hill. When it is thought that the level of the 
starting-point has been reached, or, in other words, when the rises 
are equal to the fieills, an assumed mark is placed, and the levels 
accurately calculated. The assumed mark is then moved up or 
down the height by which the rises and falls differ, to give the 
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exact position of the floor of the tunnel on the farther side of 
the hill. 

If the levelling is effected by the theodolite instead of by the 
spirit-level, the total of the calculated bases of the various drafts 
gives the length of the tunnel. 

Sinking Shafts from Several Levels. — Similar problems to those 
relating to galleries are presented by shafts which have to be 
sunk from several levels. If the shaft to be sunk is near an 
existing shaft, the problem is comparatively simple, as it is then 
merely necessary to drive headings from that shaft at different 
levels until their ends reach the axis of the shaft to be sunk. 

The conditions are not always so favourable ; the shaft to be 
sunk may be at a considerable distance from any existing shaft. 
In such a case, points are selected at each level of the mine- 
workings, as near as possible to the shaft to be sunk. From 
these points headings are driven to the axis of the shaft. The 
length and direction of these headings may be calculated from 
surveys made at the various levels of the mine. It is, of course, 
necessary that the surveys shall be made with extreme accuracy 
with the theodolite. 

This method was employed in the Harz for sinking the Konigin 
Marie shaft, the first perpendicular shaft sunk in that district. 
In 1851 it was decided by the Government authorities to drive a 
deep water-level at a depth of 120 J fathoms under the Ernst- 
August deep adit, by which the mines of the Upper Harz were 
then drained. The new deep water-level was intended to serve 
as a great common water-reservoir for the mines of the district. 
From this level, which is 324 fathoms below the surface, and 116 
feet below sea-level, the water is raised to the Ernst- August adit. 
For the reception of the engine for raising the water, it was 
decided to sink a. new perpendicular shaft, the Konigin Marie 
shaft, which should also be utilized for raising the ore from 
several mines. 

In order to expedite as far as possible this important work, 
the shaft had to be sunk from several levels. It was sunk from 
the surface to the deep George adit, a depth of 146 fathoms, and 
at the same time commenced at a level 202 fathoms below the 
surface, and at another 270 fathoms below the surface. 

Careful surveys having been made at each level, the shaft was 
set-out from the points obtained from the calculated co-ordinates* 
The different holings were successfully effected in 1866. 

The accuracy of the work was then tested by suspending a 
plumb-line in the shaft, and determining the position of the shaft 
at the three levels. The plumb-line at the surface was exactly 
in the centre of the hoisting compartment of the shaft, at a 
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distance of 40 inches from each of the long sides, and 70 inches 
from each of the short sides. 

Designating the shaft as A B D, the distance of the plumb- 
line from the sides at the different levels was as follows: — 



At the surface, . 


AB 
Inches. 

400 


CD 
Inches. 

40 


AC 
Inches. 

70-0 


BD 
Inches. 

70-0 


At the 146-fathom level, . 


41-5 


38*5 


71-0 


69-0 


At the 202-fathom level, . 


42-6 


37-4 


700 


700 


At the 270-fathom level. 


40-8 


39-2 


68-6 


71-4 



From these results it follows that the deviation of the shaft 



from the vertical was as follows : — 

At the 146-fathom level, 
At the 202-&thom level, 
At the 270-fathom level, 



Short Sides. Long Sides. 
Inches. Inches. 



10 
00 
1-4 



1-5 
2-6 
0-8 



Thus, the Konigin-Marie shafb presents a brilliant illustration 
of accurate mine-surveying. 

The Cubical Content of a Mine-Beservoir may easily be deter- 
mined by the aid of a levelling-instrument. The cubical content 
must be calculated so as to ascertain the quantity of water which 
the proposed reservoir wiU hold. In shape, i mine-reservoir 
resembles most closely a truncated pyramid. It is therefore 
supposed to be cut, at given vertical distances, parallel to the 
surikce of the water. The cubical content of the reservoir is. 
then determined from the area of these horizontal sections and 
their vertical distance apart. 

When a suitable site for the reservoir has been selected, and 
the height of the dam fixed, the highest level (1, Fig. 86) of the? 
water is marked by a stake 
fixed into the dam. The 
water-line of the reservoir 
is then determined by find- 
ing with the spirit-level a 
number of points lying in 
the level of 1. All these 
points are then marked by 
numbered stakes. Some 2 
to 3 yards vertically below 
the first stake, a second 
stake is fixed into the dam. 
The contour of the reservoir 
at this level is then. determined by the spirit-level, and marked 




Fig. 86. 
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by numbered stakes. In a similar way, contours of the reservoir 
at lower water-levels are determined and marked out. The 
contours marked out by the numbered stakes are then surveyed 
by means of the dial, the prismatic compass, or the plane-table, 
and laid down on a plan to a large scale. From this plan, the 
areas, the cubical content of the reservoir is calculated by means 

of the formula V = J A (B + ^56^ + b), where h is the vertical 
height and B, b the area of the ends. 

J^or example. — In the mine-reservoir, shown in Fig. 86, five 
horizontal sections were determined at vertical distances of 
1-000, 1050, 1-000, and 0-875 fathoms apart. The vertical 
distance from the fifth and last section to the bottom of the 
reservoir was 0-375 fathom. Each of the five water-levels were 
distinguished by numbered stakes, so marked that all belonging 
to one section had the same number. The five horizontal sections 
were then surveyed with the compass, and plotted on a suitable 
scale (1 : 1,000). The cubical content was then found to be 
41814-13 cubic fathoms as shown in the following table : — 



CUBICAL CONTENT OF A MINERESERVOIR. 



Level. 


Area. 


Vertical DiBtance of 
Leyels Apart. 


Cabical Goiitentw 


1 
2 
3 

4 

5 

Bottom. 


Square Fathoms. 
21843-31 

16161-29 

9577-30 

4404-34 

1553-25 

00 


Fathoms. 
1000 

1-050 

1-000 

0-875 

0-375 

... 


Cubic Fathoms. 
18931 11 

13362-90 

6825-46 

2500-50 

194-16 

• • • 


• • • 


..• 


... 


41814-13 



The cubical contei^t of a dump-heap is found in a similar 
manner. 

Determination of the Strike and Dip of the Line of Intersection 
of Two Veins. — It is important to determine the position of this 
line, as it is frequently found to be a line near or along which a 
run of rich deposit is likely to be met with. It is also of value 
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in solving problems relating to the dislocations of veins. Rules 
for determining by means of spherical trigonometry the strike of 
the line of intersection are given in the treatises on mine-survey- 
ing by Von Oppel (1749). Kaestner (1775), and Lempe (1782). 
The simplest trigonometrical solution to the problem is that 
given by A. Rhodius.* 

The problem may be solved by construction. Let a h' and 
h" c (Fig. 87) be the lines of strike, at a given level, of the two 
lodes dipping at angles of a and a\ 
In order to determine the line of 
intersection, the perpendiculars 
i k and I m are let fall in the direc- 
tion of the dip of the lodes, and 
made the bases of ris^ht-ansled 
triangles, the hypothlnuses^ of 
which are inclined at angles of a 
and at! respectively, the perpen- 
dicular being the same {h) in both Fig. 87. 
cases. The lines k n and m o are 

then drawn parallel to a h' and h" c, and continued until they inter- 
sect in the point e. Then e is a point of intersection of the two 
lodes at a level which is deeper than the point of intersection b, 
by a distance A, and consequently be is the line of intersection 
of the two lodes. The strike of this line can be measured with 
the protractor. 

By constructing a right-angled triangle with its base equal to 
the line of intersection, 6 c, and its perpendicular equal to A, 
then the angle at e represents the angle of inclination or dip of 
the line of intersection. This angle may be measured with the 
protractor. 

The preceding construction is generally to be recommended. 
The problem may, however, be solved by means of plane trigono- 
metry. The following is the solution given by Rhodius : — If 
b e, as in the first solution, represents the line of intersection of 
the two veins a V and b" c, then e q and e r, lines parallel to ik 
and I m, are lines at right angles to the strike of the veins. The 
angles which e q and e r form with the line of strike 6 e of the 
line of intersection being indicated by x and y respectively, the 
following equations are obtained : — 

eq = h cotan a; ar = A cotan a', . . (1.) 

eq = be' cos x'y er = he * cos y, . • (2.) 

• Freusa, Ztschr,, voL xiv., 1866, p. 119. 
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e q cotan a cos x 
tf r cotan a' cos y' 

cotan a + cotan a' cos a; + cos y 



(3 and 4) 



(5.) 



and 



(6.) 



(7.) 



But 



cotan a' cos y ' 

cotan a — cotan a* cos a; — cos y 
cotan a' " cos y ' ' 

cotan a + cotan a! ^ cos oj + cos y 
cotan a - cotan a' ~ cos a; - cos y* ' 

cotan a + cotan a' cos a • sin a' + sin a cos a' 
cotan a - cotan a' "" cos a • sin a' - sin a cos a' 

sin (a' + a) 
cos (a' — a) 

Substituting u + v for x and u — v for y, so that u == lialf x + y 
and V = half x - y, the equation 7 becomes 

sin (a' + a) cos « cos v 

sin (a' — a) sin u sin i; 

= - cotan i (a; + y) • cotan i (x ~ y). 

.'. cotan i (05 - y^ = -: — 7 k tan i (x + y) 

^ ^ ''' sin (a - a ) ^ ^ ''' 

sin (a + a') . 

= — — 7 tk cotan * 0, . . (8.) 

sm (a - a) * ' ^ ' 

In this, 3 represents the value of the angle ahc^ included by the 
lines of strike of the two lodes, so that \l = 90"* — i (« + y), 
and ^ (aJ + y) = 90" — \ h. The angle h is known, and x and y 
are found from these two equations. 

The angle of dip -^ of the line of intersection is calculated in 
the following way : — h = be tan -v)/, therefore, 

, h h ' cos x h cos y 

tan >!/ = i— = « ^ 

^ 6tf eq er 

^ cos a? _ cosy .^^ 

" cotan a " cotan a' * ' • \ •/ 

In order to employ this formula, the value of the angle a; or y 
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must first have been determined. The angle of dip is found 
more conveniently from the formula — 

. . ^ sin a sin a' . - , , . 

tan -vl/ = 3^ -r— 7 Tx • sm * d cos Ate- y). 

^ sin(a + a) ^ * ^ ^' 

For example, — The strike of a lode is 101* 15', and its dip 
30° towards south; the strike of a second lode is 170° 37 i', 
and its dip 75° towards west; required the strike and the 
dip of the line of intersection of the two lodes. 

By applying the formulae given, the former will be found to bo 
€2° 271', and the latter 74° 15' 26". 

The Search for Dislocated Lodes. — In following a lode, it 
frequently happens that a cross-course is met, and, after driving 
through it, the lode is not to be found on the other side. In 
such cases it is said to be dislocated or heaved. The two inter- 
secting veins seldom form an intersection at right angles ; more 
■commonly one is inclined to the other. In Cornwall, of 272 
cases of intersection, recorded by Mr. W. S. Hen wood,* 22*7 per 
<5ent. were intersected but not heaved, 26*2 per cent, were found 
by driving to the left hand, and 51*1 per cent, to the right hand ; 
•63-5 per cent, were found by driving on the side of the greater 
•angle and 12*9 on the side of the smaller angle. The average 
•distance of dislocation was 16-4: feet. 

The first clear views on the subject were put forward in 
1810 by Schmidt, who stated that dislocations were to be ex- 
plained by a sinking of the hanging- wall of the dislocator, 
Schmidt's rule, as modified by v. Carnall, is as follows : — 

If the dislocator is struck on its hanging- wall, it must be 
passed through, and the driving continued in the hanging- wall 
•of the dislocated lode. If the foot- wall of the dislocator is 
43truck, it must be passed through, and the driving continued 
in the foot-wall of the dislocated lode. For obtuse angles of 
•dislocation, the rule is reversed. The angle of dislocation is the 
angle formed by the line of intersection of the two veins, and 
that portion of the line of strike of the dislocator which enters 
into the foot-wall of the lode. 

On Schmidt's theory, Zimmermann in 1828 based his rule, 
which is more convenient to use, as it makes no exception of the 
•obtuse angle. His construction is as follows: — 

At the point D (or E), Fig. 88, in which the dislocator A is 
•cut, erect, on the line of strike and towards the inside of the dis- 
locator, a perpendicular line D L (E L') lying in a horizontal plane* 
Determine the position of the line M N (M' N') in which the 

* Tram. R, OeoL Soc, CormoaU, voL v., 1843. 
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planes of the dislocator and of the lode intersect. Prolong the 
line to N (M') towards the opposite selvage making it D N 
(E M'). Observe to which side the perpendicular D L (E L') 
deviates from the line of intersection when it is directed toward^ 
the opposite selvage, and after passing through the dislocator, 
seek the dislocated portion of the lode on the side towards 
which the perpendicular D L (E L') falls. 




Fig. 88. 

The construction is very simple. The line of intersection of 
the lode and the dislocator is determined by the method de- 
scribed. It is then merely necessary to erect a perpendicular at 
the point D (or E). If the line of intersection is to be determined 
by plane trigonometry, formula 8 is employed. 

For example, — On driving along a lode, d c, from d towards c, 
Fig. 89, it is found that the lode ends at c, having been dis- 
located by a fissure a h. The fissure has a strike /? of 118° 7 J', 

and a dip a' of 65° towards 
the south-west, and the lode 
has a strike /3 of 150°, and a 
dip a of 82° 30' towards the 
north-east. 

The first problem is to 
determine the line of inter- 
section of the two veins. 
The point of intersection i 
being found by the process 
previously described, c i re- 
presents the strike of the 
line of intersection. By 
erecting a perpendicular c A; at the point c, it is evident that 




Fig. 89. 
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the lost vein I m will be found, after the dislocator has been 
passed through, by driving from c in the direction c h. 

If the line of intersection is to be determined by means of 
plane trigonometry, by employing formula 8, the required line 
of intersection will be found to have a strike of 145° 6' 23". 

If recourse is had to spherical trigonometry, the calculations 
are more simple. With c as the centre of a sphere, the spherical 
triangle A B C is described, in which the side AB(=9 = j3 — 
/3') is in the horizontal plane A c B, A C is in the plane of the 
iissure a 6, and B C in the plane of the lode c d. Again, c D is 
the horizontal projection of the line of intersection S c C, and 
C D an arc perpendicular to A B, and from the two right-angled 
triangles A C l3 and BCD, 

(1.) tan y = sin x • tan a', and 
(2.) tan y = sin (p - cc) * tan a. 

From these two equations, it is found that 

tan a' 

cotan X = 7 ; — + cotan <o, 

tan a * sm <p 

Numerical values being substituted, 

cotan X = Q^o o.w — ^ — qTo-eoT> + <ioiB,Ti 31° 52^' 

tan 82 oO • sin 31 52i ^ 

.'. x^ 26° 58' 53" 

Now, the strike of the fissure aft is 118° 7^'; therefore, the 
strike of the line of intersection S c C = 1 18° 7^' + 26° 58' 53" = 
145° 6' 23". 

If, in the example given, it was found necessary to drive 
11 yards from c towards 6, in order to reach the lost lode at ?, 
the sinking H of the hanging-wall of the dislocator, must, 
according to Zimmermann, have amounted to 

^ _ 11 'sin31°52i" 

"■ cos 55" • cos 31° 52i" + cotan 82° 30' • sin 55° 

= 9-76381 yards. 

Irregularities of Seams and Beds. — Bedded deposits are 
frequently found to be interrupted by faults, causing a cutting- 
off of the bed, and a displacement of it iip or down. A fault of 
this kind is termed a hitch or trouble ; if on a very large scale, 
a dyke. In order to represent the direction of the displacement, 
the fault is known as an up-throw or d<ywn-throw. 

The alterations in position of stratified deposits undergone 

16 
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since their deposition, may be divided into three classes--r 
(1) Faults caused by folding of the strata; (2) throws or faults 
caused by fissures ; (3) displaced faults. Faults of the first and 
third class are only met with in folded strata; faults of the 
second class also occur in horizontal strata. All these faults 
give rise to dislocation of beds and seams, and rules have been 
formulated, like those for lodes, for ascertaining the direction in 
which to search for the displaced bed or seam. 

Folded faults are, as A. Heim first showed, merely the final 
result of folding. In many cases, the progres^iye steps may be 
observed in the strike of the same fault The mode of formation 
of such faults must therefore be considered, not as an hypothesis, 
but as an absolute well-established fact. Thus, at the Mansfeld 
Mine near Langendreer, a folded fault is very apparent in a 
certain cross-cut, whilst 162 feet further north it becomes a 
simple folding. Folded faults can only occur in beds and seams, 
but not in veins, for these, being filled-up fissures, are of more 
recent age than the country rock, and its foldings. With faults 
of this kind, the same seam is frequently met several times at 
one level. If a fault is recognised as belonging to the folded 
class, the direction in which to search for the displaced seam 
may easily be decided by means of a sectional sketch . 

Throws or fissure faults, are those which have arisen entirely 
through the slipping down of the strata on the hanging-wall of 
the dislocator. The rule for ascertaining the direction in which 
to search for the displaced seam is as follows : — If the dislocating 
fissure is met on its hanging-wall, the displaced seam must be 
sought in the direction of the hanging-wall of the strata after the 
fissure is passed through. Conversely, if the fault is dipping 
from you, you must proceed downwards. Zimmermann's con- 
struction is applicable to dislocated seams as well as veins. 

The third class of faults were first observed by Professor 
Koehler in the Westphalian coal-fields, and subsequently in the 
lodes of the Harz. Under the term displaced faults (Verschie- 
bungen) are to be understood those dislocations, in which a part 
of the previously folded or vertical strata, with the seams 
contained therein, was torn away, by the force that caused the 
folding, from another part of the strata, and slid or pushed away. 
In such cases, the seams and the strata appear curved in the 
direction of the movement, and gradually thinned out, though 
no folding is to be observed, as is the case with folded faults. 
In addition, the plane of disruption exhibits traces of the 
movement in the form of slickensides and striations. 

These displaced faults may thus be easily distinguished from 
other faults. A fault having been recognised as belonging to 
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this category, the displaced portion of the seam may be found by 
crossing the plane of disruption, and seeking the shifted portion 
of the deposit on the side towards which that plane is inclined.* 

Subsidence and Draw. — Interesting problems are presented by 
the surface subsidence caused by the removal of coal in the 
mine. By means of very accurate levelling, Mr. J. S. Dixon t 
made a valuable series of observations at Bent Colliery on the 
subject of the subsidence and draw from working the coal ; the 
facts disclosed upsetting many old rule-of-thiimb ideas on the 
subject. In order to arrive at correct conclusions in an inquiry 
of this kind, the best way is to select a line for a section on the 
surface, and peg it off, or have some other means of fixing levels 
that can be tested from time to time. 

The line selected at Bent was at right angles to the advancing 
workings, and as nearly as possible on the level course of the coal. 
Pegs were put in at first every 100 feet, and afterwards every 50 
feet. The Ell coal at this colliery was worked by the pillar-and- 
stall method up till the middle of 1881, when the removal of the 
pillars was commenced. It was, however, some time before this 
operation reached the line along which the section was taken. 
The excavation was 5 feet 6 inches in height, and the superin- 
cumbent strata were allowed to fall and fill it up. The strata 
are of a firm nature, and the surface is mostly boulder clay. 

The original level of the surface before the pillars were 
removed is shown by the figures in the table on p. 242. The 
pillars were removed for a distance of 240 feet back from the 
«(olid coal on January 21, 1882, and no subsidence of the surface 
had ensued. On May 27, 1882, the levels showed the maximum 
subsidence to have been 1*80 feet at peg 1650, 145 feet back 
from the face, and the draw, that is, the disturbance at the 
surface beyond the point of excavation, 60 feet outwards from a 
point perpendicularly above the working face. On November 
14, 1882, the face was 610 feet from the solid, and the subsidence 
from the original level was as shown in the table. On April 15, 
1883, the face was 750 feet from the solid; on November 27, 
1883, it was 1060 feet distant; and on October 23, 1884, the 
removal of the pillars had been completed for some months, and 
the face was 1230 feet from the solid. The levels were again 

* On the dislocatioDS of veins, beds, and seams, consult S. C. L. Schmidt, 
Theorie der Verschiebungen dlterer Odnge, Frankfort, 1810 ; C. Zimmermann, 
Die Wiederausrichtung verwor/ener Odnge, Lager und FKftze, Darmstadt, 
1828; R. von Camali, Kartttens ArcJiiv.^ vol. ix., 1842, p. 3; H. Hoefer, 
Oestr. Ztschr., 1881., p. 168, translated by R. W. Raymond, Trans, Amer, 
Inst. M, K, 1882 ; R. Dannenberg, Ueber Verwerjungen, Saarbnicken, 1883; 
Cr. Koehler, SWrungen der Gdnge, Fl&tze, und Lager, Leipzig, 1886. 

t Trans. Mining Inst. Scotland, vol, vii., 1886., p. 224. 
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taken on June 17, 1885; the workings being in the same 
position as they had been for about a year. On December 4^ 
1885, it was found that the subsidence had practically ceased, 
and the draw had not altered. 
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The conclusion arrived at is that subsidence from the removal 
of coal in this case attains its maximum towards the centre of 
the excavated space, and gradually decreases in each direction. 
The maximum subsidence was 4*00 feet, and the average from 
peg 1,000 to peg 1,600 was 3*76 feet, or 73 and 68 per cent, 
respectively of the height of the excavation. The wave of maxi* 
mum subsidence regularly followed the working face at an 
average distance back of 186 feet, or 1 foot horizontal for each. 
3^ feet perpendicular. The permanent lengths of the draw may 
be taken as 100 feet (Nov. 14, 1882) on the one side, and 83 feet 
on the other (Oct. 23, 1884). At these points, the depth to the 
coal was 650 and 646 feet, representing a draw of 1 horizontal 
for each 6*5 feet perpendicular, and of 1 horizontal for each 7*78 
feet perpendicular respectively. 

The coal at Bent, it should be noted, dips at right angles to 
the line of section at an inclination of about 1 in 20. 

The question is one of great importance to mine-surveyors in 
relation to the effect, on the surface, of mineral workings, and 
to the area of coal that should be left to prevent damage to 
buildings. It is consequently highly desirable that similar 
investigations should be made in other coal-fields. 

From a careful study of the subsidence occurring in the Saxon 
coal-field, B. Hausse,* of the Zaukeroda Colliery, has arrived at 
some interesting results. The direction of the plane of fracture 
occurring on the breaking of undermined strata is determined by 
the angle of fracture — that is, the angle made by the plane of 
fracture with the horizontal plane. Then if (p is the angle of 
fracture, and jS the dip of the strata, the following equation is 
obtained : — 

1 + cos2 /3 

tan p = -: — ^ >j • 

^ sin p cos p 

Then, if /3 is equal to 0°, this equation becomes tan p = oo, and 
p = 90**; in other words, in horizontal strata the plane of fracture 
coincides with the line of gravity. "When j8 = 90**, the equation 
again becomes tan p = oo, and p = 90** ; that is to say, in vertical 
strata, the plane of fracture coincides with the line of gravity. 
By means of the formula, the angle of fracture may be calculated 
in any case from the dip of the strata. In this way the following 
results are obtained : — 

* Saedis, Jahrbuch, 1886, p. 111. 
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To show how these theoretical results compare with result* 
actually obtained in practice, the following example may be 
cited : — For supporting the Siemens' glass works at Uoehlen in 
Saxony, a safety pillar of 16 yards horizontal breadth was left,, 
and, in addition to this, the last stall up to that pillar was 
packed with gob to a horizontal breadth of 16 yards. Assuming, 
that a dense gob-packing is compressed to 0-6 of its original 
volume by the pressure of the superincumbent strata, the 
gob-pillar, for purposes of safety, represented a coal-pillar of 
16*0 X 0*6 = 9*6 yards in breadth. Consequently the coal-pillar 
and the gob-pillar together had the same eii'ect in supporting the 
buildings as a coal-pillar of 16-0 + 9*6 = 25*6 yards in breadth. 
Notwithstanding the pillars, the surface was found to have sunk 
considerably. 

The thickness of the coal seam was 4 yards. It dipped 12° 
towards the west, and had a perpendicular depth Irom the 
surface of 180 yards. Calculated from this depth and the width 
of the 25-6-yard pillar, the angle of fracture (p is found to be as 
follows : — 

cotanp= ^jp = 82'0' 

The dip j3 of the strata being 12°, the theoretical formula gives 
^ ^ 14- (cosl2°)2 ^.,^.. 

tan (D = -. :rr^ fr-o I = 84 20 

^ sin 12'' • cos 12° ' ^ 

or 2° 20' greater than the result obtained practically. 

The theory of subsidence is ably discussed by Callon,* who- 

* "Lectures on mining delivered at the School of Mines, Paris," by 
J. Callon, translated by W. Galloway and C. Le Neve Foster, vol. ii.^ 
London, 1881, p. 304. 
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lays down the following proposition: — If the coal has been 
removed over a certain area, and the space filled up in a seam 
worked by the methods adopted in Belgium and Northern 
France, the subsidence of the roof on the fiUing-up causes 
fractures along the perimeter of the area at right angles to the 
plane of stratification. The subsidence of the ground within the 
cylindrical space indicated by those fractures continues gradually 
without sensible diminution in amount quite up to the surface, 
whatever may be the depth of the mine. 
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CHAPTER XVIII. 
Mine Plans. 

Flan and Section. — For the representation of mine workings 
a plan and a vertical section are required. The plan is a 
projection of the mine workings on a horizontal plane; the 
section is a projection of the workings on a plane running 
parallel to the main longitudinal direction of the mine. With 
complicated and irregular mines, one section is not sufficient. In 
such a case, several sections have to be made in givei^ directions. 

(a.) Metalliferoas Mines. — Four drawings are necessary in 
order to represent a metalliferous mine — (1) the ground plan ; 
{2) the working plan j (3) a longitudinal section ; (4) a transverse 
section. 

The ground plan gives a general representation of the whole 
•concession. It may be on a scale of about 3 chains to the inch, 
and on it the boundary of the property of every land owner 
should be distinctly marked, and all the lodes indicated. The 
working plan gives a general view of the underground workings, 
&8 they would be seen from above if the ground was transparent. 
This plan should be drawn on a large scale, 4, 5, 8, and 10 
fathoms to the inch being scales used for the purpose. The 
longitudinal section is drawn on the supposition that a section 
of the ground is cut away, and that a side view of the mine is 
•exposed. All the vertical shafts, the stopes, the dip of the ore- 
oourses, and the surface-line with elevations of the mine 
buildings, will be correctly shown. The levels, diagonal shafts, 
and winzes will have a false appearance. The levels will appear 
jjerfectly straight however crooked their course may be, the 
diagonal shafts and winzes will appear perpendicular, and the 
cross-cuts will be represented as open doorways. The transverse 
section is of great value, as it shows the dip of the ore-courses. 
In the transverse section, the view is taken at one end of the 
workings, at right angles to the longitudinal section. Thus, the 
inclination of the shafts and winzes sunk on the lode is shown. 
The levels driven on the lode will be represented as open 
doorways; the cross-cuts are correctly shown; and all variations 
in the dip of the lode may be seen from the surface to the 
bottom of the mine. 
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Fig. 90.~Plan and Longitudinal Section of a Metal-Mine. 
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When the lode is very flat, as at the Cornish mines of Wheal 
Jane and Wheal Kitty, the section is made along the lode. la 

this way a true idea is given 

/Z^/////////yy/j^>yyA Wy^///////y//P?7; o^ tl^® ground worked ; but 

an erroneous one with re- 
gard to depth. This 
method of projecting the 
section is necessary to en- 
able the ground stoped 
away to be shown, as when 
the lode is so very flat,, 
the back of one level in 
a vertical section would 
touch the floor of the next. 
As a rule, lodes are so- 
vertical that a perpendi- 
cular plane may be taken 
for the section. 

The workings of a metal- 
liferous mine are repre- 
sented in Figs. 90, 91, on 
a scale of about 20 fathoms, 
to the inch. The mine' has 
an adit-level and below 
that, 10-, 20-, 30-, 40-, and 
50-fathom levels. The adit- 
is north of the shaft. The 
engine shaft contains the 
pumps which lift the 
water from the sump or 
lowest point of the shaft to the adit-level, which comes out 
to the surface on the adjacent hill side. This shaft was 
sunk vertically to intersect the lode at the 10-fathom level, 
a cross-cut being driven to the adit. Then, instead of con- 
tinuing vertically, necessitating the driving of cross-cuts to the 
lode, the shaft follows the latter. The shaded portions shown 
in the longitudinal section represent the projection of the ore 
masses, removed by stoping. In practice, such portions are not 
shaded but coloured — purple for tin, green for copper, blue for 
lead, &c. Between the 10- and 20-fathom levels a mistake arose, 
the winze and rise did not meet owing to an error of the 
dialler. 

It will be found advisable to colour all the levels on one lode 
the same tint. Formerly it was the general practice to colour 
each level a diflerent colour, the adit-level being blue, and 




Fig. 91. — Transverse Section. 
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the levels below it red, green, yellow, violet, and brown in 
succession. 

No scale is prescribed by law for the plans of the British 
metalliferous mines. The variety of scales used presents great 
difficulties with regard to the comparison of the plans of different 
neighbouring mines. In many districts, the plans are prepared 
in a slovenly and unsatisfactory manner. This is notably th& 
case in the Derbyshire lead mines. There, according to Mr. 
A. H. Stokes, H.M. Inspector of Mines for that district, the 
majority of the mines have no plans whatever. Even at the 
larger mines which have plans, they are very roughly drawn 
and rarely indicate the extent to which the ore has been worked. 
The variable width of the levels is not shown, the latter being 
represented by a coloured line. The position of the best and 
most profitable parts of the mine, that is, the width to which 
the ore has been extracted, is shown as an ordinary narrow 
heading. In fact, the plans are not true representations of the^ 
mine, but merely represent the length of underground tramways. 
Sections of the mine are seldom made. 

(6.) Colliery Plans By the Coal Mines Regulation Act, 1887, 

the owner, agent, or manager of every colliery is compelled to 
keep, in the office at the mine, an accurate plan of the workings 
of the mine up to a date not more than three months previously, 
and the general direction and rate of dip of the strata, together 
with a section of the strata sunk through, or if that be not 
reasonably practicable, a statement of the depth of the shaft, 
with a section of the seam. Every such plan must be on a scale 
not less than that of the Ordnance Survey of 25 inches to the- 
mile. 

Representing collieries on a plan is a much more simple 
operation than representing metalliferous mines. The workings 
are projected on a horizontal plane. The coal withdrawn is 
coloured dark, and the direction of the air-current indicated by 
arrows. The intake air-current is coloured blue, and the return 
air-current red. The water-courses may be coloured green,, 
drowned waste also green, and faults bright red shaded oflT on 
the dip. Main doors may be indicated by a D in blue, main 
stoppings by blue lines, and caution-boards by a C in red. The 
heights of the different points above the level of the shaft-bottom 
should be shown in red figures, and those below the level of the 
shaft-bottom in blue. The signs shown in Fig. 92 are employed 
on colliery plans. 

When two or more seams are worked one above the other, and 
are shown on the same plan, they are distinguished by means of 
colour. 
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Fig. 92. 

Admirable illustrations of the manner in which colliery plans 
should be executed are afforded by the plans which accompany 
the annual reports of H.M. Inspectors of Mines. 

Surface Plans. — The surface plan of a colliery or metalliferous 
mine requires great distinctness of detail. If the scale of about 
25 inches to the mile is adopted, the conventional signs used on 
the maps of the Ordnance Survey should be employed. If the 
scale is larger, care must be taken to give the conventional signs 
such dimensions as will accord with the scale of the plan. 
Buildings are coloured crimson lake for houses, and dark grey (a 
light wash of indian ink) for outbuildings. The mine buildings 
may be distinguished from other buildings shown on the plan 
by having a darker tint of red. In representing objects on the 
plan, their natural colours are sometimes adhered to ; in other 
cases a conventional colour is used. Thus, for grass land^ a flat 



MINE PLANS. 251 

tint of green (Hooker's No. 1) is employed ; it is made of gam- 
boge and indigo. Cultivated land is represented by a flat tint of 
burnt sienna. Adjoining fields are slightly varied in tint, 
furrows sometimes being indicated by coloured strips. Lakes and 
livers are coloured light blue (cobalt), with a darker tint on each 
side. Marshes are represented by the blue of water, with hori- 
zontal spots of grass green. Roads are coloured with a light 
wash of burnt sienna, or yellow ochre. Hedges are represented 
by green dots for bushes, brick walls by a red line, and wooden 
fences by lines of a neutral tint. In large scale plans, the 
Cornish hedge, some 6 feet in width, is shown by two lines the 
true distance apart, with a wash of ueutral tint along each side. 
In all cases the shadow is put in. The boundaries of the mine 
concession are indicated by strips of colour. 

When the underground workings are drawn on the surface- 
plan, in the latter there should be no more colouring than neces- 
sary. It will be found sufficient to colour the roads, buildings, 
and water. 

(c.) American Colliery Plans. — In Pennsylvania the law requires 
all anthracite colliery owners to prepare maps of all workings on 
a scale of 100 feet to an inch for the use of the mine-inspector. 
This scale is rather too large for convenient use, and consequently 
most of the working maps used for reference are constructed on 
a scale of 200 or 300 feet to the inch. These maps generally 
show all the important surface features, buildings, streams, roads, 
and railways, as well as the underground workings. The latter 
are commonly drawn in blue, red, or green ink. When several 
beds are worked, the workings are shown by different colours — 
a device especially necessary when the workings on one seam are 
above or below those opened on another bed. In addition to the 
general map showing all the workings, separate maps showing 
the workings on each seam are usually made. The survey-lines 
are plotted with a vernier-protractor, or a protractor of very 
large size, and the results checked by latitude and departure cal- 
culations. Tracings or blue-prints of the workings are supplied 
from time to time to the viewer. When not in use the plans are 
stored in large fire-proof vaults. The survey-notes are copied 
into office record books for future reference. With the exception 
of the work done by the U.S. Coast Survey, no other surveys in 
America can compare in accuracy with those of the anthracite 
mines. 

The sharp foldings of the carboniferous strata of the an- 
thracite region of Pennsylvania,^ have made the study of the 
structural geology of that region one encompassed with great 
difficulties. The necessity of having some definite information 
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regarding the structure of the coal beds, before successful mining 
-operations can be prosecuted, induced Mr. C. A. Ashburner* to 
introduce in 1880 a new method of representing on surface 
maps the underground structure of the coal beds, from which 
could be ascertained the situation of the outcrops of the beds, 
the position of the synclinal and anticliual axes, their depths In 
special coal beds below the surface of the ground, and the dip of 
the bed from the crest of the anticlinal to the bottom of the 
4synclinal. This was accomplished by contour-curve lines drawn 
^long the floor of the coal beds. The contours were obtained 
Irom elevations determined in the areas where the coal beds 

were mined, and from exploring the shafts, 
bore-holes, and surface exposures in the 
areas where no extensive mining had been 
done. In areas where no underground 
exploration had been made, the positions of 
the contours along the floors of the coal beds 
were deduced from surface exposures and an 
extension of the structure from explored 
areas. 

Importance of Correct Sections.~The im- 
portance of keeping an accurate section of 
a mine is shown by a serious accident that 
occurred at Pantgwyn mine. On February 
17, 1885, while three men were at work 
sinking a new shaft, water broke in suddenly 
and unexpectedly, and drowned them. The 
exact nature of the casualty will be best 
understood by means of Fig. 93, representing 
a cross-section of the mine. A B C is the 
old pumping and winding shaft, sunk perpendicularly for the 
first 20 fathoms, and then following the dip of the vein. In 
1884, owing to the stoppage of some neighbouring mines, the 
pumping engine at Pantgwyn was unable to cope with the water, 
which gradually filled the workings. The owners then resolved 
to sink a new perpendicular shaft D E, and provide it with 
more powerful pumping machinery. It was intended that the 
new shaft should strike the Pantgwyn lode in virgin ground 
below any of the existing workings, which were to be drained 
gradually by percolation of the water through the porous vein- 
stone. In February, 1885, the new shaft had reached a perpen- 
dicular depth of 62 fathoms from the surface. The old shaft 
was then supposed to be in the position indicated by the dotted 




* Trans. Amer, Imt-, M,K, vol. ix., 1881, p. 50. 
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lines, and the distance between the two shafts at E was reckoned 
to be 40 feet. On examining the shaft as soon as it had been, 
cleared out, the Government Inspector of Mines, Dr. C. Le Neve 
Foster, found that the thickness of the barrier was only 9 feet ; 
the section of the mine being incorrect. It naturally appeared 
to him very strange that such an error should have been made 
in a small survey of recent date, with two shafts less than 50 
yards apart at the surface, until he ascertained that the inclina- 
tion of the shaft had never been measured below the 40-fathom 
level. The drivages at the 55-fathom level and the 70-fathom 
level had been deliberately laid down on the plan just as if the 
shaft had been correctly dialled. The primary cause of the 
accident was, without doubt, the want of a correct survey. In 
reporting on this accident, Dr. Le Neve Foster points out 
specially that it was not a case of approaching old workings, whose 
•exact position was unknown, or imperfectly known, owing to 
the abandonment having taken place before there was any 
statutory obligation as regards the keeping of plans ; but here 
was a new shaft, started by the same company and the same 
xigent, within 50 yards of their own workings, which had been 
•discontinued only a few months before. 

Uniformity of Scale and Conventional Signs.— In Belgium and 
in France the law demands that all mine plans shall be laid 
down on a scale of 1 : 1000. The surface plan is prepared on the 
same scale as that of the underground workings. In Prussia, 
the scale imposed varies in the different mining districts from 
1 ; 500 for metalliferous mines up to 1 : 1600 for collieries. In 
Austria, the scale for mine plans is usually 1 : 720. For com- 
parison, it may be added that the scale for colliery plans in 
Oreat Britain must not be less than 1 : 2500. Previous to 1888 
the smallest scale allowed was 1 : 1584. In America, the scale 
imposed in Pennsylvania for the anthracite mines is 1 : 1200. 
The usual scale prescribed in the various States for the prelimi- 
nary plan of a metalliferous mine-claim is 1 : 2400. 

It is desirable to have not only a uniform scale, but also uni- 
formity in the conventional signs used in the plans. With this 
aim, typical mine plans have been published in Belgium by Mr. 
J. van Scherpenzeel-Thim ; in Germany by Professor Schmidt, 
of the Freiberg School of Mines ; in Hungary by Mr. Pech, the 
director of the Schemnitz mines, and in Sweden by Mr. G. Nor- 
denstrbm. In Prussia the law demands uniformity in the 
drawing of mine plans, and special rules are issued by the Govern- 
ment for the purpose. Unfortunately, there is a great want of 
uniformity in British mine plans in the various mining districts. 
If plans were always drawn after the same model it is evident 
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tLat the working would be more uniform, and that each new 
mine-manager would be enabled to decipher more readily his 
predecessor's work. The owners, and other persons interested in 
mineral property, would thus be able to gain a clear understand- 
ing of the plans, and successive generations would profit by the 
stores of information thus recorded. Uniformity of system in 
the plans, too, greatly facilitates the construction of general 
maps of mining districts. 

Preservation of Plans.—- So long ago as 1797 the importance of 
a systematic mapping of mines was urged at Newcastle by Mr. 
Thomas, and since that date the value of such a system has 
frequently been dwelt upon for the purpose of diminishing the 
probability of the recurrence of fatal accidents in collieries, and 
of prolonging the duration of the coal resources of the United 
Kingdom. It is always a matter of regret that faithful records 
of all underground work in important mining districts have not 
been carefully preserved. The importance of the preservation of 
such records was strongly urged by Mr. T. Sop with in 1844. In 
the United Kingdom plans of all abandoned mines are now 
carefully preserved. The Coal Mines Hegulation Act (1887) 
requires that where any mine or seam is abandoned, the owner 
of the mine or seam at the time of its abandonment shall, within 
three months after the abandonment, send to a Secretary of 
State an accurate plan showing the boundaries of the workings 
of the mine or seam up to the time of the abandonment, and the 
position of the workings with regard to the surface, and the 
general direction and rate of dip of the strata, together with a 
section of the strata sunk through, or if that is not reasonably 
practicable, a statement of the depth of the shaft, with a section 
of the seam. Every such plan must be on a scale not less than 
that of the Ordnance Survey scale of 25 inches to the mile, or 
on the same scale as the plan used at the mine at the time of its 
abandonment. 

At the Home Office the mine plans are preserved, rolled in 
cylindrical lacquered tin cases, closed with a lid, on which a 
number is painted. The cases are placed side by side on shelves^ 
so that their numbers can be at once seen. At Freiberg a similar 
plan is adopted. This method is very cumbrous. A better 
method is to keep the plans without being rolled or folded in 
portfolios. At Przibram, in Bohemia, the plans are kept in a nest 
of drawers, each drawer forming the frame of a plan placed 
between two sheets of glass. 

Sopwith entirely dispensed with the large and unwieldy rolls 
of paper on which the workings of collieries and metalliferous 
mines are usually projected, by drawing the plans on imperial 
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drawing paper. Each sheet was divided into squares of 20 
inches, forming an area of 400 square inches. An inch margin 
was left at the top and bottom of the sheet, and 3 inches at one 
side for binding a series of plans into a volume. At the other 
side a margin of 1 inch was left, with a column 5 inches wide for 
the insertion of written descriptions, scales, titles, references, 
and other explanations of value as permanent records, with 
which the plan itself ought to be encumbered as little as possible. 
In this way, plans are kept perfectly flat, and their accuracy is 
not affected by the tension of the paper caused by frequent 
rolling. HoUed plans, on the other hand, soon become so 
cracked and defaced, as greatly to impair the clearness and 
accuracy of the plotting, whilst their bulk is a hindrance to 
frequent inspection and to the plotting of new workings. 

Practical Hints for Gonstracting Mine Flans. — The paper on 
which the plan is drawn should be the best hard drawing-paper. 
If plans are required on canvass, the paper should be mounted 
and carefully dried before the plan is begun, in order that the 
contraction in drying may not alter the lines. To mount the 
paper, a piece of linen or calico, rather larger than the plan is 
required to be, is placed on a tilted table with a flat surface. A 
strip, li inch wide, at the edges is glued, and pressed on the 
table, the linen being at the same time pulled tight. With large 
sheets, two persons pulling at opposite sides are required. The 
paper is then placed with its right side on the line. Its left side 
is then pasted until the paper becomes quite limp with the 
moisture soaked in. The paper is lifted up carefully, and 
placed with the pasted side on the linen, and pressed from the 
centre to the edges. The rubbing-down may be done with the 
hand or with a cloth ; in either case a sheet of clean paper is 
interposed. Paper thus mounted may be drawn up nearly as well 
as when stretched on a board. To give an edge for the T-square, 
if required, a straight edge may be temporarily nailed on. 

If several sheets of drawing-paper have to be joined end to 
end, the edges to be joined should be reduced to half their 
thickness. This may be done with a knife or with sand-paper. 

In mounting and joining drawings, a great deal depends on 
the paste employed. It must be sufficiently liquid and contain no 
lumps. To prepare it, a small portion of good starch is com- 
pletely dissolved in as small a quantity as possible of cold water, 
and to this solution boiling water is poured with continual 
stirring of the starch-paste thus formed. 

Plans may be varnished by applying several coats of isinglass 
size, allowing each to dry before applying the next, and flnishing 
with a coat of Canada balsam diluted with oil of turpentine. 

17 
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The lead-pencil used for plan-drawing should not be verj hard 
nor very soft. The degree of hardness marked H H is the most 
suitable. The quality may be tested by holding the point in a 
candle-flame. Good pencils suffer no change in this experiment, 
whilst bad leads bum away to ash with a sulphurous odour. It 
is best to use two pencils; one with a flat or chisel point for line 
drawing, and one with a point in the shape of a perfectly acute 
cone for sketching. 

Short lines should be drawn with the rolling parallel ruler. 
The plotting scale should never be used for this purpose. 
Straight edges, used for drawing long lines, may be tested by 
drawing a line along the edge of the ruler, then laying the ruler 
on the other side of the line, with the ends exactly upon it, and 
drawing a line in the same manner. If the straight-edge is true, 
these lines will exactly coincide ; if not, the error is rendered 
apparent by being doubled. 

For inking-in plans, indian ink is always employed, as it does 

not corrode the steel points of the instiiiment and preserves its 

colour unchanged. The best ink, as imported from China, has a 

finely granular texture and a conchoidal iridescent fracture. 

When rubbed with water on a slab, it is not gritty, and smells 

like musk. Inferior ink smells like camphor, and the worst ink 

smells like soot and glue. The latter is useless for plan-drawing, 

as it runs when other colours are passed over it. Indian ink 

is prepared for use by rubbing it with water on a perfectly 

smooth slab or saucer. It should only be rubbed backwards 

and forwards, as, for some unexplained reason, rubbing it round 

and round hardens it. The preparation must be perfectly black ; 

but after it has become black, further mixing renders it viscous. 

For removing pencil lines and for cleaning the paper, native 

india-rubber, vulcanised india-rubber, or stale bread may be 

employed. 

The drawing instruments should be of the best workmanship, 
as accurate results cannot be obtained with imperfect instru- 
ments. Very few instruments are required, a pair of compasses 
with a steel drawing-pen and a pencil-leg to fit, and a drawing- 
pen being all that is required for plan-drawing. Bow-compasses 
are unnecessary. A pair of turn-in compasses constitutes a set 
of instruments sufficient for most mining purposes. 

The best compasses are those which are sector-jointed. The 
crreatest care should be taken to clean steel drawing-pens every 
time they are put away, and common ink should never be used 
in them. It will be found desirable to have two of these instru- 
ments, one for fine lines and another for thick lines. When the 
proper opening for fine lines has been found, it is thus unnecea- 
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fiary to change it, as the pen can ietlways be cleaned by passing a 
piece of paper between the nibs. 

The most useful colours for mine plans are — for surface boun- 
daries and underground workings, crimson lake, indigo, cobalt, 
Prussian blue, burnt sienna, gamboge. Purple, green, and other 
tints may be obtained by mixing. Opaque colours, such as ver- 
milion, red lead, and ultramarine, should be avoided. The end 
of the cake of colour is moistened, and rubbed with a drop of 
water. This is afterwards diluted to the proper tint. The art 
of laying-on a flat tint consists in allowing the coloured water to 
flow uniformly over the paper. This is done by applying, with a 
large camel's-hair brush, kept always moderately full, a tint 
across the upper part of the portion of the plan to be coloured, 
and by continuing it downwards from right to left and left to 
right alternately, never letting the edge dry. The drawing- 
board should be inclined towards the draughtsman, and the paper 
is moistened with water before the colour is applied if the portion 
to be coloured is irregular. A little prepared ox-gall used with 
the colours obviates the difficulty which often arises from the 
smoothness or greasiness of the paper. It is, however, almost 
impossible to use it too sparingly. In drawing the outlines, care 
should be taken that there is always a piece of clean paper 
between the hand and the drawing, in order to prevent any 
greasiness of the paper. 

Keat and distinct lettering is very essential in all plans. It 
frequently happens that a perfectly accurate plan is absolutely 
81>oiled by a badly printed title. The formation of letters 
requires long practice. Lines drawn in pencil to be afterwards 
erased, will be found useful as guides. No style of lettering is 
more effective than the Egyptian or block letters, in which every 
line is of the same width. By the aid of copper stencil plates a 
great saving of time is effected. The lettering should be in lines 
parallel to the bottom of the plan ; except the names of lodes, 
rivers, and roads, of which the general course should be followed. 

The plan may be enclosed in a rectangle by a border, which 
usually consists of two parallel lines, one heavy and the other 
finer. The simplest border is the best, and time should not be 
wasted over ornamental corners to embellish the plan. 

The plan is usually drawn so that the top of the paper repre- 
sents the north. Whether this is the case or not, a meridian- 
line should always be drawn. The north point is sometimes 
drawn in the form of an ornamental star. When it represents 
the magnetic meridian, the abbreviation mag. mer,^ with the date 
And declination, should be written by the side of it. A scale 
should invariably be drawn on the plan, with a description of 
it written above. 
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Copying Plans. — Plans may be copied by means of geometrical 
methods employed to determine the points of the plan by 
intersections or by co-ordinates. TJie operations are, however, 
very tedious. In preference to geometrical methods, there are 
several mechanical methods which should be employed. 

1. Copying by Tracing. — A large sheet of glass is fixed in a 
wooden frame, and inclined at an angle of 25** before a window 
or a lamp. The plan to be copied is covered with drawing-] >aper, 
and placed on the pane of glass. The lines of the original can 
thus be traced with facility. 

2. Copying on Tracing-Paper. — A sheet of tracing-paper or 
tracing-cloth is fastened with drawing-pins over the plan to be 
copied. The lines are then copied in indian ink, a set square 
being used for ruling the straight lines. The tracing is mounted 
on white paper, and colour is then applied. If tracing-cloth is 
used, it will be found advisable to apply the colour to the back 
of the tracing. 

3. Copying by Transfer. — The transfer-paper used for this 
purpose, is made of very thin paper, one side of which is 
rubbed with black-lead powder, smoothly spread with a cotton 
rag. The transfer-paper is placed with its prepared face down- 
wards on the clean paper. Over it is placed the plan to be 
copied, and all the lines are gone over with an agate })oint, or 
other blunt-pointed instrument. If the originsd cannot be 
treated in this way, a tracing of it must be employed. In this 
way, a copy of the original plan is obtained in black lines, which 
mav be afterwards inked in. 

4. Pricking-Through. — In this method, the clean paper is fixed 
on a drawing board, and the plan over it. All the angular points 
in the latter are then pricked through with a very fine needle. 
The points obtained on the clean paper in this way are joined 
up, and the plan inked in. 

5. Copying by Heliography. — Photographic processes present 
the advantages of rapidity and fidelity of reproduction. The 
apparatus necessary includes thin bluish tracing-paper, printing 
frames of thick plate-glass hinged at the back, with a piece 
of thick soft felt for equalising the pressure exerted by the 
springs or clamps, a developing bath, non-actinic arrangements 
(yellow window blinds by day, and a ruby lantern by night), 
and cases for storing paper. Drawings on ordinary paper may 
bo copied if exposed to light sufficiently long. Instead of springs 
or clamps on the printing frame, use may be made of Street's 

iuicumatio frame, with an air cushion, inflated by blowing, press- 
nf( uniformly over the whole surface of the frame. 
The process most commonly used is the cyanotype sensitising 
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])rocess, invented by Sir John HerscheL White lines are 
]»roduced on a blue ground with a solution of 140 grains of 
ferric amnionic citi*ate, 120 gi*ains of potassic ferri-cyanide, and 2 
oz. of distilled water. The solution should be kept in a stone- 
ware vessel. This process depends upon the actinic action of 
light reducing the ferric salts to the ferrous state under certain 
conditions, one of which is the presence of organic matter, such 
as the size contained in the paper. The ferrous salt then com- 
bines with the potassic salt to form insoluble Prussian blue. 

A similar cyanotype process invented by Marion also gives 
good results. White lines on a blue ground are obtained in this 
process by a sensitising solution composed of 9f oz. of ferric 
amnionic citrate, and 6J oz. of potassic ferric oxide, dissolved 
separately in pure water, and then made up to 1 quart. 

In these processes a sheet of paper, a little larger than the 
tracing to be copied, is fixed on a board, and with a sponge 
a thin uniform coating of the liquid is applied as rapidly as 
possible, and allowed to stand in non-actinic light until perfectly 
dry. The tracing is placed against the glass of the printing 
frame, and at the back of the tracing the prepared sheet is 
placed. The frame is then exposed to light until the prepared 
sheet becomes of a dark olive-green colour. The sheet is then 
removed from the frame, and thoroughly washed in pure water 
for a few minutes until it assumes the required shade of blue. 

On the Ordnance Survey, Willis' platinotype process is em- 
plo^'ed. It gives white lines on a black ground, and is based on 
the reducing action of a ferrous salt, when exposed to actinic 
light, on platinum chloride. The sensitising solution is com- 
posed of 60 grains of potassic-platinous chloride, 60 grains of 
ferric oxalate, and 1 oz. of water. The exposure lasts until the 
paper acquires a dull orange tint. It is then developed in non- 
actinic light by floating it for 4 seconds in a solution of 130 
grains of potassic oxalate and 1 oz. of water at a temperature of 
150° to 200** F. When properly developed, the print is washed 
for 10 minutes in 1 part of hydrochloric acid with 60 parts of 
water, and finally washed in relays of fresh water, for 15 
minutes.* 

Reducing and Enlarging Flans. — A plan may be reduced or 
enlarged, by taking from the original a fraction of the dimensions 
as required. For this purpose proportional compasses, or scales, 
may be employed. A very rapid method of reducing or en- 
larging plans consists in covering the original with a network of 

* Eight other processes for the actinic copying of engineering 'drawing 
are described by Mr. K H. Thwaite, Min, Froc, Inst, C.E., voL Ixxzvi.^ 
IbSG, p. 312. 




260 HINE-SURVETING. 

squares, and the copy with a network of squares having their 
sides smaller than those of the original squares in the proportion 
in which the plan is to be reduced. The details 111 aj then be 
sketched in by the eye. This method may also be used for 
copying plans on the same scale. 

Plans may be reduced by mechanism by means of instruments 
called the pantograph and eidograph. The pantograph is made 
in various forms. It always consists essentially of four brass 

rulers, E D, D B, F G, and G C, Fig. 94, jointed 
together at F, D, C, and G, so as to forui a 
parallelogram. The two sides D and D F are 
extended to double their length. The side F G 
and the branch F £ are marked from D with 
successive divisions, F P being to D P always, 
in the ratio of F A to D T. Small sockets for 
holding a pencil or tracing point are placed at 

Fig. 94. ^ *^^ T* ^^^ point A is made the centre of 

motion and rests on a fulcrum weight. From 
the property of similar triangles, the three points A, P, and T 
must range in the same straight line, shown by the dotted line 
PAT, which is divided at A in the ratio required Thus, while 
the point T is moved over the lines of the plan, the point P will 
trace out a similar figure reduced in the proportion of T A to- 
A P or of D F to F P, the proportion required. 

The eidograph is more complicated in construction. Although 
not so frequently used as the pantograph, it is superior to that 
instrument, within the range of its working powers, which may 
be considered to be limited to reducing between the lull size of 
the original and one-third of the size. Its great merit is. that 
within its range it reduces accurately in all proportions ; for 
instance, it will reduce in the proportion of 9 to 25 as readily as. 
1 to 2.* 

Plans may be enlarged by any of the methods given for 
reducing them. It is, however, always better to make a fresh 
plan from the original notes. 

Isometric Flans of Mines. — The kind of drawing adopted for 
representing the interior of mines, and the vertical surfaces of 
sections of strata, is that which supposes the eye of the observer 
to be placed in a direction exactly perpendicular to every part of 
the plane represented. In this way, two drawings are necessary — 
the ground plan and section. By means of isometric projection, 
these drawings may be embodied in one, in which all the lines jo 
the projection may be measured by a uniform scale. 

* A full description of this instrument is given in W. F. Stanleys 
*' Maihemcoticcd Drawing Jnsti-umentft" London, 18G6. 
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A solid body, the chief planes of which are at right angles, the 
cube for instance, is to be so placed that the three planes which 
meet together at one comer are equally inclined to the hori- 
zontal plane, that is the plane of projection. The three Jines 
which meet at that corner will then be projected so as to form 
three equal angles of 120° each, and will be the plans of the 
three edges of the cube. The plans of the opposite edges will 
be parallel to these, and hence it follows that in isometric projec- 
tion all angles which are in reality right angles are projected into 
angles of 120" or 60°. 

In making an isometric plan of a mine, three lines must first 
be drawn, making angles of 120° with one another, for the plans 
of three edges of the solid, in which it is imagined that the 
mine is enclosed. An isometric scale must then be constructed, 
So that the isometric lengths of the required edges may be 
found. When found, these are measured on the lines drawn from 
their plans, and the drawing is completed by parallels. 

It is known that the relation of a line to its isometric projec- 
tion is as ^3 to J% To construct an isometric scale, two lines 
must therefore be drawn in this ratio. For this purpose, a line 
1 unit in length is taken, and at one end of it a perpendicular 
is erected of the same length, and the ends joined. The hypo- 
thenuse of this right-angled triangle will represent ^2 (Euclid 
I., 47). If from one end of this line representing ^2 a perpen- 
dicular 1 unit in length is erected, and this triangle completed, 
the hypothenuse will represent ^3. Two lines are thus ob- 
tained representing J 2 and ^3 in the required relation for the 
scale, and if the real lengths of the edges be measured along J'^ 
and perpendiculars dropped from their ends to ^2, the parts 
thereby intercepted will be the isometric plans of the required 
edges. 

In making an isometric plan of a mine, it is desirable that a 
north and south line may form one side of the supposed isometric 
square that regulates the drawing, the cross-lines being of course 
east and west. The survey must be plotted by means of the 
calculated latitudes and departures, the distances being set off 
along the edges of isometric squares. This method is of great 
value for elucidating questions of stratigraphy and for solving 
problems relating to the intersection of lodes. The necessity of 
referring every object to an isometric plane, however, renders its 
a])pIication to all the minute details of extensive subterranean 
workings not only tedious and difficult, but also less explanatory 
than the ground plans and sections in common use."^ 

* Some excellent isometric plans of mines are given in T. Sopwith's 
TreatUte on Isometrical Drawing, Londpn, 2nd ed., 1838t. 
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Relief-Plans and Iffine Models. — Instead of use being made of 
isometric projection for representing the three dimensions of 
mine-workings on a plan, it is frequently necessary to construct 
a relief-plan or model of wood, plaster, glass, or wire. 

When a plastic material, such as clay, wax, or putty, is used, 
metal or wooden pins are driven into the base or level datum 
plane of wood, the top of the pins giving the elevations required. 
A contour plan, of the same horizontal scale as that selected for 
the model, is first spread upon the base-board. The pins are then 
driven firmly through the contour lines into the board, the tops 
left standing at a sufficient distance from the latter, to represent the 
height of the various contour lines, according to the vertical scale 
adopted for the model. After the pins are all properly set, the 
plastic material is worked into position over and thoroiiglily 
covering the pins. This process was employed in the construc- 
tion of a model, exhibited at the Paris Exhibition of 1878, repre- 
senting the No. 8 seam of the Loire collieries, which is intersected 
by an inextricable network of faults of different ages. The model 
was constructed for the instruction of mine-deputies, who find it 
difficult to follow the dislocation caused by these faults, more 
especially the dislocations of faults by faults of different age. 

This method was also employed by Mr. C. A. Ashburner in 
-the construction of an interesting model of the Panther Creek 
'Coal Basin, Pennsylvania, showing the shape of the floor of the 
bed. After the construction of contours in explored areas, the 
most imj)ortant aid to the determination of the geological struc- 
ture of the coal beds in areas where surface exposures cannot be 
obtained, is the construction of a model with the vertical and hori- 
zontal scales the same. The first area so mapped in Pennsylvania 
was the Panther Creek Basin, one of the most complicated basins 
of the anthracite district of that State. Many of the difficulties 
^vere not understood until a model was made of the floor of the 
Mammoth coal bed, the thickest and most valuable bed mined in 
Pennsylvania. A map was first made on a scale of 800 feet to 
the inch, upon which contour lines were shown along the floor of 
the Mammoth bed, 50 feet vertically apart, in the areas worked 
und explored. In the areas included between the two classes, 
theoretical contour lines were drawn on the map, in accordance 
with the dip of the exposed strata. Thus, the final model, made 
in wood and wax, not only formed a graphic representation of 
the structure of the strata in a highly plicated district, but also 
proved of great value in the definition of its geological structure, 
and in the deduction of many conclusions affecting the amount 
of coal contained in this coal basin, and the proper methods to 
pursue in its ultimate mining. 
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The method adopted by Mr. T. Sopwith in the construction of 
his well-known models was as follows : — A square representing a 
portion of the mining district, one mile in extent, is divided into 
64 squares by parallel lines a furlong apart. Sections along the 
eighteen lines are drawn and cut out in pasteboard or in thin 
plates of copper. These are then joined crossways by half- 
lapping, that is, by cutting each section half-way down, where it 
crosses another section cut in the same way on the other edge. 
The model of hollow squares thus formed is placed on a plane 
surface, and the spaces are filled in with wood or plaster, carved 
or moulded, so. as to represent the surface. The model of part of 
the lead-mining district of Alston Moor, in Cumberland, exhibited 
in the Museum of Practical Geology, in London, was constructed 
by this method by Mr. Sopwith. The model shows the thick- 
ness and dip of the limestone, sandstone, and clay beds. The 
mineral veins are seen on the sides of the model dipping in 
nearly a vertical direction through the various strata. 

Probably the best method of constructing relief plans is that 
adopted by Mr. M. Moulton in 1870 for a map of the State of 
New Hampshire. The map was 16 feet long, the highest eleva- 
tion being 6J inches above the datum. From a copy of the map 
of the State on tracing-cloth, the datum sea-level line and the 
contour line next above it were transferred through the cloth on 
to a Inyer of wood, ^ inch in thickness, of the same size as the 
map. The outside line was drawn in blue and the inside in red. 
The outer contour was then cut round with a fret-saw, thus 
breaking off the wood outside the sea-level line. The pedestal 
on which the map was to be fixed then received the first layer of 
wood. The next layer was then prepared for sawing, as in the 
first case, the outside line being the first 500-foot contour and 
the inside or red line the next above. This having been cut out 
with the saw, it was nailed and glued to the first layer, its 
position being fixed by the red line on the latter. Throughout 
the work the red lines served as guides by which each successive 
layer was properly placed. After three layers were fixed, the 
steps were carved oft* to produce smooth slopes at angles corres- 
ponding to those ot the map. Each successive group of three 
layers was treated in the same way. 

A complete view of the nature of a mineral vein and of the 
excavations upon it, is given by a model constructed by 
Mr. T. B Jordan, in the Museum of Practical Geology. The 
workings of each successive stage of 10 fathoms, are laid out on 
a scale of 10 fathoms to the inch on a horizontal frame of light 
wires crossing at intervals representing 10 fathoms, and the 
portions of the vein which have been worked between the levels 
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are shown in their true position. Hence, on looking down fronu 
above, the eye may trace all the bondings of the lode, and can 
appreciate the comparative richness and poverty of different 
parts. The model represents the Holmbush mine, in Oomwall, 
a mine of a complicated character from the occurrence of work- 
ings on cross-courses as well as on lodes. The excavations made 
are represented in colours, while the solid ground is left blank. 

The workings on each vein are distinguished by a special 
colour. Although affording a perfect view of the general ar- 
rangement of a mine, this method is too cumbrous and expensive 
to be generally employed. 

An excellent method of constructing mine models is illustrated 
by three models of Austrian salt mines exhibited in the Museum 
of Practical Geology. These models are constructed to a uniform 
scale of 400 feet to 1 inch. The irregularities of the surfiice of 
the ground are represented, and central, transverse, and longi- 
tudinal sections are drawn on the sides of each model. On 
removing the tops of the models, representing the surface, the 
workings on the different levels are seen plotted on plates of 
glass, lixed at the proper height, one above the other. Th& 
colours of the workings shown on the glass plates, correspond 
with those of the named levels on the longitudinal sections. An 
outer line, drawn in discontinuous bars, shows the extent of the 
deposit of salt at each level.* 

At the Stockholm School of Mines, the students are trained in 
the representation of mine workings on sheets of glass. The 
advantage of the method is the power of simultaneously repre- 
senting the underground workings and the surfieice. 

In addition to the practical value and advantage of mine 
models to the geologist and miner, such models will frequently 
be found of great advantage in suits at law, in settling mining 
claims and damages in dispute, when ordinary plans are un- 
availing.! 

* The method of working these mines is fully described by Mr. H. 
Bauerman in A DescHptive Catalogue of the Oeological, Mining, and 
Mttallurgical Models in the Muaetim of Practical Oeology, London, 1865. 

t On the construction of models, see A. E. Lehman, Trans. Amer. Inst, 
M.E., vol. xiv., 1S86, p. 439; O. B. Harden, ib, voL x., p. 264; L. M. Haupjb^ 
The Topographer, New York, 1883. 
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CHAPTER XIX. 

Applications of the Magnetic-Needle in Mining. 

Exploring for Iron Ore. — In exploring for magnetic iron ores, 
the magnetic-needle affords valuable aid, and has been employed 
for that purpose in Sweden and in the United States.* 

The theory of its use is based upon the fact that certaia 
minerals deposited in the earth become magnetic by induction 
tinder the influence of the earth's magnetism, and that, conse- 
quently, the two poles are fixed in the direction of the magnetic 
meridian, or, more exactly, in the direction of the magnetio 
inclination at the opposite ends of the deposit. It is well known 
that there are substances, such as steel and magnetite, exhibiting 
polar magnetism ; that is to say, they retain the magnetism once 
acquired even if the inducing force ceases to act. Other sub- 
stances, such as soft iron and magnetic pyrites, exhibit simple 
magnetism ; in other words, they are magnetic only so long aa 
the induction remains. 

The intensity of the magnetism exhibited by deposits of mag- 
netite varies greatly, and is frequently so slight that only 
delicate instruments and practised observers can detect it ; in 
other cases the needle is affected at considerable distances. It 
must, of course, be remembered that a given magnetic force 
affects the needle to exactly the same degree through 100 feet of 
rock as through the same distance of air. 

If the magnetic north pole of the earth is regarded as negative, 
and the south pole as positive (in the northern hemisphere), the 
upper end of a vertical mass of ore will be negative, and the 
lower end positive. Consequently, if a magnetic-needle is 
brought near the upper or negative pole of the deposit, the north- 
seeking or positive end of the needle will be attracted. When 
the point of observation is very near the ore pole the needle will 
dip downwards. The lower or positive pole of the ore mass, 
being usually situated at a considerable depth, will not affect the 

* See paper on the ** Use of the Magnetic-Needle in exploring for Iron. 
Ore," by B. H. Brough, Journ, Iron and Steel Jnst., .1887, p. 289. 
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observation. Other deposits, couraing in a more or less easterly 
and westerly direction, are less affected by induction ; the poles 
being situated in the long sides of the deposit. Frequently 
the deposits are faulted and broken. In this case the separate 
portions behave like fragments of a broken bar magnet, the 
adJHcent ends exhibiting opposite polarity. In exploring for 
ore, then, if, on advancing from south to north, the free needle 
is first attracted and then repelled, a fault in the deposit is 
indicated. 

To explore for ore the ordinary minai'*s dial may be employed. 
If a straight line is followed with the instrument, the needle will 
remain directed towards the same point of the dial ; or, in other 
words, w^ill remain in the magnetic meridian as long as it is kept 
sufficiently far away from iron and magnetic ore masses. But if 
these are approached, the needle will gradually be deflected. 
The only case in which there will be no deflection is when the 
attracting deposit is approached along the meridian passing over 
its upper pole. It follows that in magnetic surveys the meridian 
line must iirst be found, and fixed in the field or on the plan. 
For tliis purpose at least two straight lines are set out in the 
magnetic east and west direction, from 30 to 50 yards apart. 
These lines will at some point cross the meridian line. If the 
dial is set up at one end of a line of this kind, at a considerable 
'listance from the magnetic mass, there will, of course, be no 
attraction. On approaching the meridian the needle will be 
gradually attracted, and at a certain distance the maximum 
attraction will be reached. On approaching nearer it will become 
smaller, until, at the ore meridian itself, it will be inappreciable. 
The angles of deflection observed at the various stations are 
noted on pegs driven into the ground, and also in the field-book, 
or on the plan. Following the same straight line to the other 
side of the zero point — or, what is the same thing, to the other 
side of the ore meridian — the same attractions are exhibited, but 
in reversed order; the needle turning back to the meridian. 
If similar observations are made along the second east and west 
line it is easy to fix the ore meridian by joining the two points 
where there is no deflection. These points are midway between 
the two points of maximum deflection. This passes over the 
upper pole of the deposit, and if the pole is approached along the 
meridian line, the dip of the north-seeking end of the needle will, 
as a rule, be greater the nearer it comes to the pole. This 
method is, however, not adapted for fixing the position of the 
])ole exactly. This may be done by determining the isogenic 
lines — that is to say, by joining the jwints where the needle has 
the same deflection. 
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In order to obtain one or more parallel isogonic lines on both 
sides of the ore meridian, it is necessary to set out a number of 
lines parallel to the ore meridian, and from 10 to 30 yards 
apart. At the points where these lines intersect the east and 
west lines, the angles of deflection must be observed, and isogonic 
lines constructed by joining the points of equal deflection. The 
needle being drawn so much out of its horizontal .position that 
its free play is hindered, it must be weighted and balanced by a 
piece of wax. If, now, from some point of intersection in the 
network of squares made on the fleld of observation, a line is 
drawn in the direction of the deflection of the magnetic-needle, 
it will cut the isogonic curve at a second point, and, eventually, 
the ore meridian. The two points, where the isogonic line is cut, 
are joined ; the joining line is bisected, and at the point of 
bisection a perpendicular is erected ; then, perpendicularly under 
the point where this cuts the meridian, is the upper ore pole, 
and at this point it will eventually be found best to sink the 
shaft, so as to be certain of cutting the ore mass. The ore 
meridian, it must be noted, need not always be a straight line. 

In cases where a better instrument was not available, excellent 
results have, in this way, been obtained with the ordinary pocket- 
compass, held in the hand. 

For preliminary magnetic surveys, no instrument is better than 
the Swedish compass. In this instrument, the needle, besides 
revolving in a horizontal plane in the usual manner, can also 
turn in a vertical plane to an angle of about 60° with the horizon. 
The needle is horizontally suspended in a brass case on a long 
vertical brass pin by means of a long glass cap. The brass ter- 
minates above in a short steel point, on which the glass cap 
rotates. At the bottom of this is a brass stirrup, provided with 
fine holes, through which pass the horizontal pins supporting the 
needle. To enable the needle to dip, there is a long slot cut 
along the middle of it. The compass-box can be suspended by 
means of three strings passing through three small rings fastened 
120*" apart on the outside of the box. It can thus be easily 
carried in the hand. Graduation is not usual, and, indeed, 
unnecessary. Only the cardinal points are marked, as in using 
it deviations from the horizontal position alone have to be 
noticed. This compass was invented in the last century by the 
celebrated Swedish miner, Daniel Tilas, and is still in general 
use. The dip of the needle is estimated merely by the eye, and 
is not actually measured. 

The miner's or dip-compass was invented in the United Strates 
in 1866, and was adopted by the Geological Survey of New 
Jersey in the systematic explorations for magnetic iron ore in 
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that State. In this instrument the magnetic-needle is suspended 
fio as to move readily in a vertical direction ; the angle of incli- 
nation being measured upon the divided rim of a small compass- 
box. The needle cannot move horizontally. The construction of 
the instrument is shown in the accompanying figure. When in 
use, the ring is held in the hand, and the compass-box, by its 

own weight, takes a vertical position. 
It must, of course, be held in the 
plane of the magnetic meridian, which 
can be determined by holding the in- 
strument horizontally. In this way it 
serves as an ordinary pocket-compass. 
Messrs. W. <k L. E. Gurley, of Troy, 
New York, make several different 
forms of this instrument. One form 
has a 3- inch needle ; its case has the 
two sides of glass. Another form has 
a brass back and cover, and a 2|-inch 
needle. Fig. 95 represents an im- 
proved compass by the same makers. 
It is & modification of the Swedish 
compass, and has a needle 3 or 4 inches 
long, resting upon a vertical pivot, so 
as to move freely in a horizontal plane, 
and thus place itself in the magnetic 
meridian ; while being attached to the 
needle-cap by two delicate pivots, 
one on each side, it is free to dip. It 
is usually provided with brass covers 
on both sides. 

With the dip-compass, whether Swedish or American, perfectly 
trustworthy results can only be obtained when the observer is 
acquainted by long experience with the peculiarities of his instru- 
ment. Compass explorations being in many cases the sole source 
of income, it can easily be understood that a skilful operator will 
be inclined to keep his mode of procedure secret. Consequently 
the uninitiated are apt to believe that the operator must be 
specially gifted; and frequently the supernatural properties 
formerly ascribed to the divining-rod are transferred to the com- 
pass. This excess of faith in some is accompanied by scepticism 
in others. For this, unfortunately, there are good grounds ; the 
compass being so admirably adapted for dishonest purposes. 
Thus, Mr. T. B. Brooks mentions an American prospector whose 
compass-needle in the vicinity of an ore mass always showed a 
dip of 90° when facing west, and the true dip due to local attiuc- 




Fig. 95. 
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tion when facing east. The former position, it is said, was very 
successfully used in selling iron ore grounds, and the latter in 
buying them. Similarly in Sweden a powerful magnet inserted 
in a walking-stick has been successfully employed to give a large 
dip to the needle when it was thought desirable to mislead the 
purchaser. 

As a rule, surveyors assume that the most ore must occur where 
the dip -compass shows the greatest inclination, or is perpendicular. 
This asscnnption, however, is en*oneous. The place where the 
needle is attracted most by a vertical ore bed is not directly 
above, but to the north of, the south pole of the deposit. For, if 
the magnetism of the earth is powerful enough, there must be 
somewhere north of the ore pole a point at which the horizontal 
components of the magnetism of the earth and of the ore bed are 
equally powerful, but acting in opposite directions. At this 
point the horizontal forces neutralise each other, and then the 
vertical forces of the magnetism of the earth and of the ore bed 
tend to bring the needle into a vertical position. 

The evidences afforded by the needle often lead to error. An 
unimportant pocket of ore near the surface may have as great an 
action on the instrument as a larger ore mass situated far below 
the surface. 

It is thus seen that in exploring for iron ore with the magnetic- 
needle, a purely scientific method is necessary. The compass 
should be employed for preliminary work, in order to save time 
and labour ; but before a shaft is sunk, recourse should be had 
to a more accurate method. Improved methods, available for 
the purpose, have been devised by Brooks, Thal6n, and Tiberg. 

1. Brooks' Method.— Mr. T. B. Brooks,* of the Geological 
Survey of Michigan, in exploring for iron ore, determined with 
a pocket-compass variations east or west ; the bearings of a 
standard line being taken as in ordinary surveys. The inclina- 
tions or dips were observed on the dip-compass held in the hand 
in the plane of the meridian. Sometimes observations were 
made with the compass held at right angles to this position, that 
is, facing north and south. The instrument was always held in 
the hand and levelled by its own weight. The intensity of the 
magnetic force for the three positions of the compass was 
measured by the number of oscillations made by the needle in a 
unit of time, usually taken at a quarter of a minute. No attempt 
was made to eliminate the earth's attraction by neutralising it 
with a magnet while the observation was being made, nor by 
•computation ; and the great amount of friction in the compass 

* Geological Survey of Michigan^ vol. i, 1873, chap, viii. 
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renders the number of oscillations only an approximation to the 
number that would be obtained with a delicately mounted 
needle. Mr. Brooks has, however, done excellent work with 
this method in the Marquette region and in New York and 
New Jersey. He also describes another method of working, 
which he calls magnetic triangulation. The mode of procedure 
is as follows: — Remote from any magnetic rocks, neutralise, by 
means of a bar magnet, the earth's influence on the needle of a 
solar compass. The needle will then stand indiiSerently in all 
directions. If the compensated instrument is set up near the 
magnetic pole to be determined, the needle will point as nearly 
towards the local pole as its mode of mounting will permit. 
The operation being repeated at two other points near tho 
magnetic pole, the three lines must intersect in one point, 
which will be directly over the pole of which the position is 
sought. By using a dip-compass in a similar manner, data to 
determine the depth would be obtained. The fact that several 
local poles often influence the needle at each station renders this, 
method difficult in practice ; a place must be sought where but 
one strong pole exists. 

2. Thalia's Method.— Professor R. Thalen,* of the University 
of Upsala, employs a modification of Weber's portable magneto- 
meter, or of Laraont's theodolite. In its simplest form, Thai en's 
instrument consists of a compass-box 3^ inches in diameter, 
divided into degrees or half-degrees. At right angles to the 
diameter, passing through the zero point of the graduation, an 
arm extends horizontally. This serves as a sight in setting out 
lines in the field, and receives the bar magnet for the deviation 
measurements. A deflection of the needle is caused by means of 
this magnet, the longitudinal direction of which is parallel to the 
arm, and the distance of which from the needle always remains 
unaltered. On the other side of the compass-box there is & 
socket, into which a rod of soft iron can be placed perpendicularly 
for inclination measurements. This iron rod, like the magnet, 
eflects a deflection of the needle. The instrument rotates about 
a vertical axis, and is provided with a spirit-level and levelling 
screws. In order to simplify the apparatus still further, the 
compass-box may be fastened to a rectangular board, the edges 
of which can be used as sights ; whilst the board itself receives 
the bar magnet, which is fixed by screws or springs in the 
position that is determined once for all. As support fbr the 
instrument, an ordinary surveyor's plane-table may be employed. 
The observations with the magnetometer consist for the most 

* Jemkontorets aniuder, voL xxxiv., 1S70, p. 17. 
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part of deviation measarements, for which two different methods 
may be employed. In one method the instrument is placed so that 
the needle is directed to the zero point, the bar magnet having 
been removed from its place. Directly the magnet is replaced, 
the needle will deviate from its original position, the angle of 
deviation being read from the graduated circle. In the second 
method the instrument is turned, while the magnet is in its 
place, until the needle points to zero. The bar magnet is then 
removed, and, when the needle has come to rest, the angle is 
read. In this method, under similar conditions, the angle obtained 
will be greater than in the former method. Of the two methods, 
the latter, or nine method, is the more delicate ; but it requires 
more time than the former, as the instrument has to be re- 
adjusted at every observation with the magnet and iron rod. 
This method has the disadvantage of not being applicable in the 
extreme north of the ore field, where the magnetism of the 
ore bed is powerful. In the former, or tangent method, the 
instrument remains unmoved during both measurements. The 
disadvantage, however, is that the so-called constants of the 
instrument vary with the angle of deviation. This does not 
matter if the results are to be arrived at geometrically, since it is 
then merely necessary to join the points where the same anglo 
is obtained, quite regardless of the magnitude of the angle and of 
its corresponding constant. If the position of the ore is to be 
determined by calculation, the sine method must be employed. 

Where no ore is present, the needle is acted upon by two 
forces, cme of which is due to the fixed magnet, and the other 
to the horizontal component of the earth's magnetism. These 
two forces acting simultaneously, the needle takes up a position 
in the direction of their resultant. Then if a is the angle of 
deviation, and H the component of the earth's magnetism, the 
following formulae are obtained : — 

for the tangent method : H tan a = K^, 
for the sine method : H sin a = Kg, 

in which K^ and K^ are constants, so long as the size and position 
of the magnet remain unaltered. If these constants are known, 
the actual value of H may be found from the magnitude of the 
observed angle by either of the methods. If the constants are 
unknown, only the relative value of H may be found When 
observations are made near an iron ore field, in both formulae H 
must be replaced by E, the resultant of the horizontal component 
of the earth's magnetism and the magnetism of the deposit. The 
formulae then become 



II tan a = Kp and E. sin » — K2. 
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When the deviations are caused by the soft iron rod instead of 
by the magnet, somewhat similar formulsB are obtained ; but the ' 
magnetism of the iron rod being due to induction, its intensity is 
proportional to the variations of the vertical components of the 
earth's magnetism. It follows that the constant K of each formula 
in this case must be replaced by a magnitude that varies with the 
magnetism of the rod. Observations with the iron rod indicate 
the inclination of the earth's magnetism ; whilst observations 
with the bar magnet serve for determining the horizontal com- 
ponents of the same terrestrial force. Consequently, by combin- 
ing the two methods, it is possible to find out the vertical com- 
ponents of the magnetic force. 

- In order to survey an ore field, it must first be divided into 
squares with sides 100, 50, or 26 feet in length. Then at every 
angle of these squares, the deviation must be observed with the 
magnet and iron rod. Similar observations must be made on 
ground free from iron, and so far distant from the ore field that 
the influence of the ore is not felt. It is also advisable to deter- 
mine the magnetic declination for each point of observation. 
This may be done by directing the sights along one of the lines 
that have been set out, and reading the bearing, after the fixed 
magnet and iron rod have been removed. Observations must 
also be made along the magnetic meridian north of the supposed 
ore pole to determine where the north-seeking end of the free 
needle changes its direction from north to south, or whether it 
invariably points towards the north. 

When these determinations of declination, horizontal intensity, 
and inclination have been carefully made, and the angles ob- 
tained noted on paper divided into squares, lines are drawn for 
each of the three series of observations, exhibiting equal declina- 
tion (isogenic lines), equal intensity (isodynamic lines), and equal 
inclination (isoclinic lines). This is done in each case by 
joining the points by which equal angles were obtained. The 
curvature of the lines is drawn as naturally as possible, care 
being taken to avoid sharp bends. The curves of inclination 
and intensity thus constructed are closed, and have an approxi- 
mately circular or elliptical shape, provided that a single isolated 
ore mass is being dealt with. They are grouped round two 
points. The one at the north is where the greatest angle of • 
deviation was found, whilst that at the south is where the 
smallest angle was obtained. Between these two groups of 
curves is an open curved line representing the neutral angle. 
In this neutral line the intensity is the same as if no ore was . 
present. The straight line joining the points where the greatest 
and smallest angles were obtained passes over the centre of the 
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ore mass, and indicates the direction of the magnetic meridian 
of the ore field. Directly beneath a point in this line, in a 
vortical ore bed, the greatest mass of ore occurs. The rule that 
most generally holds good in searching for iron ore is, that the 
ore mass is to be found immediately beneath the point where the 
magnetic meridian cuts the neutral line. 

The isogonic lines consist of concentric ovals placed, as a rule, 
symmetrically on both sides of the meridian. From the shape 
and position of these curves useful indications may be obtained 
regarding the position of the ore pole, and the shape of the 
deposit. 

3. Tiberg's Method. — In exploring for iron ore, Mr. E. Tiberg 
uses a dip-compass, 3^ inches in diameter, and half an inch deep. 
The axis of the needle is at right angles to the plane of the box, 
and rests upon two agate supports. The needle can thus move 
freely when the compass is placed horizontally or vertically. 
The instrument differs from other dipping needles in that the 
centre of gravity of the magnetic-needle is a little below its 
horizontal axis when the compass is in a vertical position. 
The needle is compensated for the vertical force of the 
earth's magnetism by a piece of wax fastened to its south- 
seeking end. 

The instrument is provided with a spirit-level for horizontal 
adjustment; and with a ring, by means of which it can be sus- 
pended vertically. The sighting instrument, used in conjunction 
with the dip-compass, is a brass plate about a foot in length, pro- 
vided at one end with four square flanges to receive the dip- 
oompass for horizontal measaremcnts. At right angles to this 
square, there is a groove in the plate with a sliding receptacle 
for the bar magnet required for horizontal measurements. Four 
folding sights are attached to the plate in such a way that their 
lines of sight form a right angle. The instrument, consequently, 
can be used as a cross- head. Two special sights are added for 
levelling operations, and the instrument is provided with a 
circular spirit-level. 

The observations for vertical measurements are made at the 
surface with the plane-table or by hand. The inclination instru- 
ment is fastened to the plane-table, levelled, and turned until 
the needle points to 90°. The instrument is then raised with 
the ring at the top, and placed at right angles to the magnetic 
meridian, and the angle indicated by the needle observed. The 
same operation has to be done by hand if the plane-table is not 
available. When the ore appears to be deep, or when the 
horizontal intensity is powerful, recourse must be had to the 
plane-table. 
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The formula for calculating the vertical intensity G is — 

G = K tan v, 

in ^hich v is the angle given by the needle — that is, its deviation 
from the horizontal — and K a constant varying in different in- 
Btmments from 0*75 to 1'4 of the earth's horizontal magnetic 
force. Lines of equal vertical intensity may thus be constructed. 
In magnetic plans it is usual to employ a blue colour for positive 
intensity, and a red colour for negative intensity. The accuracy 
attainable with this method is from 0*2 to 0*1 per cent, of the 
earth's magnetic force in central Sweden. With the plane-table 
250 to 300 observations may be made per day, and 450 to 500 by 
hand. For each ore field surveyed the needle must be compen- 
sated afresh, and a preliminary magnetic survey made. The 
field is then divided iuto squares, with sides 40 feet in length. 
The base-line is as nearly as possible in the middle of the field, 
and parallel to the direction of the strike of the deposit. In 
makiug the survey, observations are made every 10 feet, and in 
some cases every 5 feet, in the immediate vicinity of the ore, and 
every 20 to 40 feet or more when farther distant from the ore. 
The general rule is to make as many observations as may be 
required to indicate what the appearance of the curves will be. 
Heights are estimated by the eye, or by a preliminary levelling 
with the sighting instrument, and the more important topo- 
graphical details are noted. 

The maximum of intensity is generally presented by the point 
where the ore is nearest to the surface. It may also be situated 
between two adjacent deposits — in which case the intensity 
decreases, at first slowly, or not at all, and then comparatively 
rapidly. The distance to the centre of a vertical ore bed may be 
taken as at least 0*7 of half the breadth of the north-polar 
attraction. This rule is, however, not very trustworthy. The 
vertical distance of the plane of observation from the upper ore 
pole is equal to the horizontal distance of the point where the 
needle deviated most from the horizontal from that where J of 
the greatest intensity was found. It is also equal to 1^ of the 
distance of the point where the needle dipped most from that 
where half the maximum was found. The latter rule is the best. 

Sometimes these calculations enable an opinion to be formed 
of the relative values of two similar ore beds. For two deposits 
of a similar character, situated at least 30 feet beneath the 
surface, it may be assumed that the deposit, for which the 
product of the greatest intensity and the polar distance is the 
greater, contains the larger quantity of ore for the same length of 
deposit. If the polar surfaces of the two beds are limited this 
product must be replaced by the square of the polar distance. 
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A good idea of a deposit may be formed from the appearance 
of the curves of intensity. Regular, long extended, elliptical 
ctirves, enclosing a long but narrow district of greatest intensity, 
always indicate a regular lenticular mass. An asymmetrical 
bend in the curves indicates parallel deposits. More circular 
curves may indicate a segregation of ore if the intensity decreases 
regularly. Irregular curves indicate more or less irregular 
deposits. 

In exploring for courses of ore in the mine, a base-line is 
marked out in the level, and observations made every 10 feet at 
least. At each station three observations have to be made : — 
(1) To determine the direction of the total horizontal intensity 
by means of the sighting instrument, the deviation of the 
magnetic- needle from the base-line being observed. (2) To 
determine the magnitude of its force by means of the bar 
magnet. (3) To determine the vertical intensity by means of 
the inclination instrument. Vertical measurements must also 
be made at the top and floor of the level, and for this purpose 
the instrumentmay be held in the hand. On neutral ground at 
the surface, the horizontal force of the earth's magnetism and the 
direction of the earth's magnetic meridian must be determined. 
The results of all the observations are represented on paper, 
along the base-line, as arrows showing the horizontal forces of 
the magnetism of the ore at the points of observation. If all or 
part of the ari'ows are directed towards the same point, there the 
ore may be assumed to be. The ore would be at the level at 
which the observations were made, if the vertical intensity is 
negative. When the arrows approach in front or behind, the 
plane of observation is above or below the magnetic centre of the 
ore. When the vertical intensity is positive, the ore may be 
above or below the plane of observation, always assuming that a 
more or less vertical ore mass is being dealt with. 

By applying this method Mr. Tiberg has discovered important 
deposits of ore at the Swedish mines of Langban and Sikberg. 

To illustrate the value of the magnetic-needle in exploring for 
iron ore, it may be mentioned that, according to the statistics 
given by Prof. Smock,* there were 115 mines in 1868 in the State 
of New Jersey, whilst in 1874 the number had increased to 200. 
All these ore localities were lirst made known bv the use of the 
magnetic-needle. In fact, the annual production of the State 
had been increased 50 per cent, by the addition of new producing 
localities found by the compass. It should also be stated that 
in many cases there are no visible surface indications of ore. 

* Trans. Amer, Inst, M.K, vol. iv., 1876, p. 353. 
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Use of the Magnetic-Needle in Surveying Bore-holes. — It has 
been assumed that the diamond drill always bores a perfectly 
straight hole, even though passing through rocks of different 
hardness. Actual experience reveals an entirely different state 
of things, the deviations sometimes being so great as to render a 
bore-hole misleading. An ingenious plan of correctly ascertaining 
these deviations has been devised by Mr. E. F. Macgeorge,* an 
Australian engineer. His plan consists in lowering into the 
bore-hole clear glass phials filled with a hot solution of gelatine, 
each containing, in suspension, a magnetic-needle, free to assume 
the meridian direction. The phials are encased in a brass pro- 
tecting tube, and let down to the depth required, being allowed 
to remain for several hours until the gelatine has set. 

The construction of the phials or clinostats can be seen from 
Fig. 96. The clinostat is a true cylinder of glass made to iit 
accurately within the brass guide-tube. At the lower end it 
terminates in a short neck and bulb, within which a 
magnetic-needle is so held by a glass float as to stand 
upright upon its pivot in every position of the phial,, 
and thus allow the needle to assume the meridian freelj 
without touching the sides of the bulb. Passed through 
an air-tight cork and screw-capsule at* the upper end is 
a small glass tube terminating in another bulb above and 
y^,, with its open lower end inserted in a cork which entera 
(2) the lower neck of the phial, thus preventing the escape 
-,. ^„ of the needle and float in the lower bulb. The upper 
^^* ' bulb contains a very delicate plumb-rod of glass con- 
sisting of a fine rod terminating in a plumb of glass below 
and a diminutive bulbous float of hollow glass above. It 
is carefully adjusted to the specific gravity of the gelatine in 
which it is immersed, so as to insure the rod being truly 
vertical whatever the position of the phial and bulb may 
be. When the gelatine is fluid the plummet hangs freely 
perpendicular, whilst the needle in the lower bulb assumes the 
magnetic meridian. When, however, the phial is at rest in any 
position, the contents solidify on cooling, and thus hold fast the 
indicating plummet and magnet in solid transparent material. 
On withdrawal from the bore-hole the phials can each be replaced 
at the same angle at which they cooled, and when the phial is 
revolved upon the part where the magnetic-needle is seen em- 
bedded in the gelatine, until the needle is again in the meridian, 
the phial is manifestly in the same direction, both as regards 
inclination and azimuth, as it was when its contents were con- 
gealed, and thus the gradient and bearings of the bore-hole can. 
* Engineering i vol. xzxix., 18S5, pp. 260, 3^. 
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be determined. By repeating the observations at intervals of 
every 100 feet, the path of the bore-hole can be accurately mapped. 
The inclination and azimuth at the time of cooling is deter- 
mined exactly by the recording instrument, or clinometer, which 
is a modification of the theodolite. The phial, with its congealed 
contents, is placed in a sheath of brass tubing (Fig. 97), attached 




Fig. 97. 



to a movable arm carrying the index of a vertical arc:- The 
upper bulb of the phial is brought into the field of two* cross- 
visioned microscopes, carried with the arm round the vertical 
arc, which are kept truly in the same plane at every angle of 
inclination by a parallel motion. Upon the object-glass of each 
microscope vertical lines are drawn. The phial is revolved in its 
sheath, and the arm is moved along the arc by the tangent screw 
until the embedded plummet is made perpendicular from each 
point of view. The phial is now at the angle of inclination at 
which its contents solidified, and its lower bulb will be found 
nearly in the axis, of the revolving arm, and about an inch above 
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the centre of a horizontal revolving circular mirror, having a 
Rjstein of parallel lines engraved across its face. Keflected in 
the mirror will be seen the image of the embedded needle, which, 
of course, pointed north before it was fixed by congelation in 
the bore-hole. If now the mirror is revolved until the number 
270 of the graduated circle is opposite the marked end of the 
needle, and until the reflected image of the needle is parallel with 
the engraved lines, an index at the side of the graduated mirror 
frame will give the exact angle between the needle and the verti- 
cal plane of revolution of the phial, which is, in fact, the magnetic 
bearing of the inclined phial and of the bore-hole it occupied at 
the time of the application of the test. 

This method was first applied at the Scotchman's United Mine 
at Stawell, in Victoria, and was so effectual as to enable the bore- 
hole to be found 37 feet away from its supposed position at a 
depth of 370 feet, a deflection that increased to the large amount 
of 75 feet at a depth of 600 feet. An exploratory level failed to 
find the bore-hole at its theoretical position, assuming the drill 
to have gone straight down. The subsequent search works lasted 
for more than a year, and cost altogether £3,6G3. Had the 
method been available at the commencement, the level driven 
would have cost only £1,352, and the saving effected would have 
been no less than £2,311. 

Similar experiences have been met with in a number of other 
bore-holes in the mining districts of Victoria, and the conse- 
quence is that mine-proprietors are beginning to distrust the 
diamond drill altogether. Yet, if accurately surveyed, the most 
crooked bore is quite as useful as the straightest ever imagined 
by drill-makers. In view of these facts, the Victorian Govern- 
ment has contracted with the inventor to test all approved bores 
which have passed through auriferous rock. 

By means of the clinograph, as the inventor terms his appara- 
tus, a bore may be straightened when so deflected as to endanger 
the safety of the drill ; for, suppose a bore-hole to have deflected 
suddenly, the depth of the point where the most serious deflec- 
tion took place can be found. Then, if an india-rubber washer 
is forced down to 20 feet below this point, and liquid cement run 
in until it reaches some feet above the point of deflection, and 
allowed to set, then the drill may be again lowered and started 
gently, until it has started fairly in its corrected path, when the 
usual speed of boring may be resumed. 

A less satisfactory method for ascertaining the inclination and 
direction of bore-holes was suggested by G. Nolten.* In the 

* PreusA. Zeitschr.y voL xxviii, 1879, p. 176; Translation by C. Z. Bon- 
ning and J. K. Guthrie in Trans, ^ . £ng, Inst, M,E,y vol. xxix., p. 61. 
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instrument employed, the amount of deviation is etched upon 
glass by hydrofluoric acid ; whilst its direction is found by means 
of a compass-needle, clamped by the aid of a stop-watch, after 
sufficient time has been allowed for settling. Notwithstanding 
the great imperfections of this instrument, its use in Germany 
has revealed some startling deviations of bore-holes. For exam pie, 
in a bore-hole at Dienslaken, bored with a rotating drill, the 
deflection amounted to 47° at a depth of 750 feet. The bore- 
hole, undertaken by the German Government, at Lieth, in 
Holstein, was but little better than the preceding; but, by a 
lucky accident, the deflection of 3° at 984 feet gradually changed 
to the opposite quarter of the compass at 1,640 and 2,624 feet, 
and concluded with a deflection of only 1° at 3,280 feet. 

Employment of a Powerful Magnet in Gases of Uncertain 
Holing. — In 1846 Professor Borchers, of Clausthal, first proposed 
to employ a powerful magnet in cases of uncertain holing from 
one excavation to another. Since that date, he has improved the 
method in many ways, and has frequently employed it in practice 
with great success. In order to ensure a successful holing, the 
ends of the two levels must not be more than 20 yards apart. 
The apparatus employed consists of a powerful magnet, with a 
specially constructed protractor, a compass, and a small auxilary 
magnet. 

The powerful iliagnet consists of six niagnetised steel bars 4 
feet in length, enclosed in two wooden boxes, provided with 
water-tight lids. One of these boxes contains only one magnet ; 
whilst the other box contains the remaining Ave, separated from 
one another in the middle and at the ends by pieces of card-board. 
In the centre of its upper side, the larger box is provided with a 
pivot, which flts into an aperture in the smaller box. On this 
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pivot, the small box can be rotated, and the north pole of the 
magnet inside can thus be made to correspond with the south 
poles of the magnets in the large box. Consequently, a portion 
of the magnetic force of the latter is neutralised. The powerful 
magnet must be flxed in such a way that it can be pointed in 
various directions, without altering the position of its centre. 
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Diployed a brass protractor, Figs. 98, 99, 
Qa to a thick boara. At the centre of the 
protractor, a brass plain reTolvea, and between the turned-np 
edges of this, the principal magnet luay be placed. At right 
angles to the longitudinal axis of the magnet, an index line is 
engraved. Provided the rock barrier is not more than 6 yards 
across, an ordinary compass, 'with a sensitive needle, may bo 
employed. For greater distances, the com pass -needle must be 
suspended by a silk fibre. Under these circumstances the steel 
pivot ia removed from the compass, and a case screwed on to the 
plate, as shown in Fig 100. The sides are covered with glass to 
protect the needle from air currents. The upper end of the glass 
tube, containing the silk fibre, ia provided with 
a contrivance for centering the needle. The 
latter is somewhat longer than the diameter 
of the compass dial, and does not require to 
be centered with mathematical accuracy, pro- 
vided that both ends are read, and the mean 
of the two readings taken. The auxiliary 
magnet is a small magnetised bar 12 to 18- 
inches in length. 

The mode of procedure is the following: — 
At the end of one of the levels, the protmctor 
is firmly fixed in such a way that its north 
^ and south line is in the magnetic meridian. 

Fig. loa At the end of the other level, the compass- 

is set up, as nearly as possible at the same- 
height as the proti-actor, and placed so that the needle indi- 
cates north. The needle must then be rendered astatic Ta 
efieot this, the auxiliary magnet is placed in the direction of the 
north and south line of the compass, on the side away from the 
principal magnet in the other excavation, and moved backwards 
and forwards until the force attracting the needle is neutralised. 
"When these preparations are complete, the principal magnet, 
with the small box above it, is placed on the movable plate of 
the protractor, and brought approximately into the direction of 
holing. The powerful magnet then acts on the astatic needle of 
the compass, and causes it to take up a direction determined by 
a law enunciated by Gauss. But as the needle is not perfectly 
astatic for all directions, what attracting force remains must 
be again neuti-alised for the position taken up under the actioa 
of the powerful magnet. This is done by revolving on its pivot 
the small box above the principal magnet, until the north pole of 
the magnet it contains con-esponds with the south poles of the 
other magnets. The action of the large magnet is thus- 
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diminished. Then if the compass-needle is not pei*fectlj astatic, 
it will alter its position, as the attracting force of the principal 
magnet increases or diminishes. If a change in the position of 
the needle is observed during the action of the weakened magnet, 
attempts must be made to bring the needle back to the position 
it occupied when the principal magnet acted with full force, by 
moving the auxiliary magnet very slightly. The upper bar of 
the large magnet is then turned back to its original position, and 
it is ascertained whether the compass-needle alters its position. 
If this is the case, the process must be repeated until the needle 
gives the same bearing with the full force and with the 
diminished force of the large magnet. 

From the bearing of the needle and the direction of the large 
magnet, the direction of holing may be determined by con- 
struction, in the following way : — A B C (Fig. 101) is a right- 
angled triangle, with the right-angle at C ; 
A being the centre of the large magnet, 
the longitudinal axis of which is in the 
direction of the hypothenuse A B. At C 
is the astatic-needle, which, attracted by 
the large magnet, takes up a position in 
the line C D. The direction of this Fig. 101. 

line is determined by the equation— 
A D = ^ A B. Strictly speaking, the magnet N S should be 
very small. For practical purposes, however, this law may be 
applied without any appreciable error. 

The question now arises, in what way should this law be 
applied. A geometrical method is inconvenient in the mine; and, 
consequently, it is desirable to calculate the angles » (BAG) 
and /3 (A D), that is, the deviation of the direction of holing 
A C from the position of the masnet N S, and from that of the 
compass-needle D. A, B, and C are situated on the circumfer- 
ence of a circle, the centre of which is E. In the triangle D E C, 
the angle D E is equal to a -t- iS ; and, since the triangle AEG 
is isosceles, the angle A G E is equal to the angle A E ; there- 
fore, the angle D C E is equal to a - /S. The ratio of the sides 
D E and E 0, however, is 1 : 3, and 1:3 = sin (a - /3) : sin (a -f- j8); 
therefore, 

sin (a - /3) = J sin (a + j8). 

Suppose, for example, that the bearing given by the protractor 
of the large magnet was 154°, and that given by the compass 
125" 15' ; the difference is then 28° 45' = • + /3. Now, 
sin 28" 45' = 0*48099 ; one-third of which is 0*16033, which is 
the sine of the angle 9° 14'. Consequently, 
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• + /5 = 28" 45' 
« - /3 = 9"" 14' 

therefore, « = 19' and /8 = 9' 45'. The direction of holing A B 
is, therefore, 

125" 15' + 9" 45' = 135" 0' 
154" 0' - 19" 0' = 135" 0' 

This calculated bearing has to be subtracted from 180**, since 
the north and south line of the compass always remains in the 
same position throughout the process; the needle being revolved. 
The direction in which it would be necessary to drive would, 
consequently, be 

180" - 135" = 45*. 

Instructions for carrying out the operations required at the 
large magnet are given by means of previously arranged signals 
by the observer at the compass. 

A powerful magnet was applied with success in a somewhat 
similar manner in 1885 bv Mr. A Haddon* in seeking a bore- 
hole, that had diverged from the vertical, at the Holyrood 
Brewery, Edinburgh. After the bore-hole had gone down 200 
feet, it was considered necessary to connect it by a level with a 
neighbouring well 18 feet 3 inches distant. The miner entrusted 
with the work having failed to find the bore-hole, Mr. Haddon 
procured four 8-inch bar-magnets, placed end to end, and secured 
between two laths of wood. These he lowered into the bore- 
hole with the south pole downwards, and, by noting the deflec- 
tion of a compass-needle at different points in the mine, he found 
that the bore-hole was 8 feet from its exi)ected position. 

* Engineering, voL xxxix., p. 31. 
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EXAMINATION QUESTIONS. 

The following examination questions will be found useful to those students 
who have not the advantage of regular instruction in mine-surveying, 
affording them a means of personally testing their knowledge : — 

1. Give the length of a link, and of a chain. How many chains are there 
in a mile, and how many acres in a square mile ? {Colliery Managem* 
Examination^ Bristol,) 

2. In chaining over sloping ground, how do you correct for the inclina- 
tion ? Give a simple rule when the inclination is expressed either in angular 
measure or &s a gradient, e.^., 1 in 6, 1 in 15. {CUy and Guilds of London 
Institute, Examination in Mine-Surveying, 1885.) 

3. Describe the miner's dial, and note the improvements recently intro- 
duced into its construction. {Royal School of Mines, Examination in Mine" 
Surveying, 1884.) 

4. Give a copy of a page of a survey-book recording an imaginary under- 
ground-survey. How may you approximately ascertain the date of the 
workings of an old undated plan ? {Colliery Managers* Examination, West 
Lancashire, 1887.) 

5. Describe the Henderson dial, and state its supposed advantages over 
the rack instrument. ( R, S, M., 1 833. ) 

6. Give a short description of the miner's dial, with its usual appliances, 
especially when it is used as a theodolite, the needle being thrown off. 
{CityOuUds, 1880.) 

7. Describe a Gunter's or land measuring chain. {City Guilds, 1881. ) 

8. What is meant by the term true meridian ? Describe a simple method 
for approximately determining it. {City Guilds, 1885.) 

9. State the present deviation. In what manner is the deviation usually 
found to vary from year to year, also in travelling from one locality to 
another at a considerable distance ? {City Guilds, 1885.) 

10. Sketch on paper the following bearings of a survey : — N. 82° E., 68 
links ; S. 51" E., 95 links ; N. 63" E., 78 links ; N. 20" E., 97 links ; N. 35" 
W., 87 Unks; N. 87" W., 140 links; S. 5ti' W., 140 links ; S. 48" E., 85 
links. {Colliery Managers, Derby.) 

11. Explain the traverse tables. (CoUiery Manager's, South Wales,) 
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12. Suppose yon were driving towards an old wasto, which is shown on 
a plan 20 years old, explain the precautions to be taken as regards the 
meridian. {Colliery Manobgers, Derby,) 

13. You are required to traverse over a level in which rails are laid 
down. How would ^ou proceed to use an ordinary miner's dial under the 
circumstances, the dial being without a rack, but supplied with two sets of 
legs ? The only true bearing was one taken in a cross-cut north, at a dis- 
tance of, say, 5 fathoms off the main level, where the traverse is being 
made ; this crosR-cut occurrins; about half way in the traverse. Rule a sup- 
posed page of your underground book suited to this surpose, and give, say, 
six drafts or bearings all supposed to be affected by the attraction of the 
rails, the polarity of the whole being governed by the true bearing in the 
cross-cut north. If time will permit, insert distances and prove your work 
by plotting. {CUy Guilds, 1883.) 

14. Explain by writing and sketching how to make a loose needle survey. 
(Yorbiiiire College, Leeds, 1886.) 

15. The three sides of a triangle measure 144, 192, and 240 links respec- 
tivoly. Find the area of the triangle in square yards, and the angle 
opposite to the shortest side. {City OvMds, 18)35.) 

16. What is the area in statute acreage of a triangular field whose sides 
measure 2420, I860, and 2005 links respectively ? A sketch may be given, 
but not to scale. Logarithms are recommended for the calculation. {CUy 
GuUds, 1883.) 

17. Explain by writing and sketching how to make and book a fast 
needle survey. {Yorkshire College, Leeds, 1886.) 

18. The area, in acres, roods, and poles, is required of an irregular field, 
-which was surveyed by running one une through it from end to end (A to 
6), with offsets taken as under : — 



No plan to be drawn. 



150 
182 



280 
202 



145 





B 
15-50 O 



1300 

12-48 

11-59 

9-80 

8-65 

3-93 



1-50 
0-45 


A 



175 

55 

183 



92 
75 



Length of line, 15-50 chains. {City Guilds, 1883. 
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19. Give a general description of the theodolite, and eT^pkiin: the method 
in which you would use it in making an underground-survey. {City GuildSf, 
1887.) 

20. What are the special advantages and disadvantages in the use of the 
ordinary miner's compass as compared with the theodcnite ? {CUy Ouilds, 
1887.) 

21. Lay down the underground-survey given on page 38, on the scale of 
3 chains to an inch. Trigonometrical calculations may be used. {City 
Guilds, 1887.) 

22. Find the horizontal distance and direction of the Station H from the 
shaft. Also the approximate difference of level between these points. {City 
Guilds, 1887.) 

23. Work out the following series of levels, showing the height, above the 
Station A of each point taken : — 



Distance. 


Back-sight 


Intermediate. 


Fore-Sight 


■ 


A 


12-63 


..• 


•.. 




0-40 


• • • 


9-16 


• a . 


• 


100 


• • • 


7-43 


• •• 




1-50 


• V • 


6 31 


• •• 




2-00 


• • • 


4-06 


. ••• 




3-50 


• • • 


2 16 


• •• 




4-50 


9-06 


••• 


0-42 




5-50 


• • • 


7-60 


••• 




6-50 


• •• 


6 16 


••• 




800 


• • • 


3-60 


... 




9 00 


• • • 


2-12 


••• 




10-60 


10-15 


••• 


0-75 


. 


11-20 


• • • 


8-70 


••• 


. 


13-00 


• • • 


4-45 


••• 


t : 


14-60 


• • • 


• •• 


3*23 


■ 



^{CUy Guilds, 1887.) 
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24. Explain by writing how to level and plot a section. {TorisJiire 
College, Leeds, 1886) 

25. Find the quantity of coal in 1 acre of a seam of the following 
section : — Top coal, 2 feet 4 inches ; band, feet 10 inches ; bottom coal, 
1 feet 8 inches ; total, 4 feet 10 inches, taking the specific gravity of coal at 
1*23. {Colliery Managers, Netocastle-on- fyne.) 

26. Find the quantity of coal in an acre of a seam 5 feet 6i inches thick, 
taking the specitic gravity at 1*25. {Newcastle on-Tyne.) 

27. If pillars are left 30 by 21, and winnings 32 by 26, what percentage 
is got in the first working ? {Colliery Managers, NewcasUe-on-Tyne,) 

28. How much coal might be expected to be available in an area of 150 
acres of a 4-feet seam, allowing one-fifth for faults and waste ? {Science and 
Art Department, Examination in Mining, 1884.) 

29. The solid contents of a lode are in volume per cent. : — 

^jraiena, ... •.• ... ... ... oil 

Zinc-blende,... ... ... ... ... 15 

Iron pyrites, ... ... ... 20 

i^uarttZ, ... ... .•. .»• ... oo 

What is the weight per cubic fathom of the stuff and of its different con- 
stituents ? (6'. and A. />., 1884 ) 

30. A copper lode is 14 inches thick, containing copper pyrites and 
fluorspar in the proportion of 2 parts of fluorspar to 1 part of copper pyrites. 
What is the weight of a square fathom of the lode, allowing one-thirtieth 
for hollows? {Kickard.) 

31. A level 7 feet high is driven on a tin lode 8 inches thick, of which 
one-tenth is oxide of tin, the remainder being quartz. How many tons 
of tin stuff will be obtained per fathom in length, if the lode is quite solid f 
(fiickard,) 

32. In working to the full rise of a seam of which the inclination is 1 in 
12 you meet with a rise fault of 10 yards. What will be the length of a 
rise tunnel to be drawn at the inclination of 1 in 6 between the seam at the 
low side of the fault, and the seam on its rise side, 8up[)0sing the fault to b& 
vertical? {Colliery Managers, West Lancaslure,\^l.) 

33. Plot on a scale of 8 fathoms to the inch the following under- 
ground traverse, taken with the ordinary miner's ** left-hand " dial : — 



No. 






HeariDg; 


Distance. 




A 






1 
1 

355^ .30' : 

1 


fms. ft. in. 
10 4 9 


From centre of pp. shaft. 
A at crossing of East leveL 


B 






84^26' 


7 3 2 




C 






92* 04' 


8 1 9 


C AtxcutN. 


\jy' 






342'' 09' 


7 3 


D^ END do. 


D 






W 05' 


3 5 9 


END. 



--{City Ouilds, 1883.) 
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34. Describe the ordinary method of using the theodolite in making an 
underground-survey. Also any special method which may be adopted 
where great accuracy is required, {pity Guilds, 1887.) 

35. Lay down the following underground-survey on the scale of 2 chains 
to an inch : — 



Distance, Chains. 


YerHcal Inclination. 


Horizontal Angles. 


Shaft to A 


1-90 


0' 0' 


A = 145' 15' 


AB 


6-76 


4*' 35' 


B = 177** 30' 


BC 


4-30 


y 13' 


C = 213° 54' 


CD 


9 77 


0** C 


D = 97** 20' 


DE 


3-90 


6* 46' 


E = 130* 13' 


EF 


6-13 


0* 0' 


F = 167° 30' 


FG 


301 


2r 20' 


••• 



The horizontal angles are those on the left hand of a person travelling in 
the direction of the survey, and the magnetic bearing of the line F G is 30** 
east of north. (City Ouilds, 1887.) 

36. The difference of level of two points several miles apart is required 
with great exactness, and a levelling-instrument of high power ia used for 
the purpose. 

Under what circumstances would it be necessary to allow for the spherical 
form of the earth, and in what manner would you make the proper correc- 
tions ? {City OuUds, 1887. ) 

37. A colliery waggon way is laid down in a straight line from A, near the^ 
shaft, to a point B, in a direction 40° east of north, and is to be extended to- 
join a main line of railway towards the east, running due north and south. 
The distance from B to the main line is 30 chains, measured due east, and 
the junction is to be made by a curve 60 chains radius. 

Show how the waggon way must be set out, and find what length of line 
will be required beyond the point B. 

In setting out the curve from the straight portion of railway, what offset 
must be made at the end of the first chain ? {City Guilds, 1837.) 

38. It is intended to sink a shaft on the end of a level driven from 
Pendarves' shaft, and the following is the survey by J. Budge from the 
centre of the shaft to the eastern end of the level : — 

19 
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Ko. 


Bearing. 


Distance. 




A 


35r00' 


fmi. ft ins. 
7 3 


from centre of shaft 


B 


82*46' 


4 6 




C 


8r3(y 


3 




D 


9o-o(y 


8 1 1 




E 


102-00' 


5 




P 


96*45' 


4 3 




G 


105* 00' 


2 4 5 




H 


85*00' 


3 3 




J 


7r45' 


2 2 7 




K 


351*00' 


4 4 


END. 



As absolute accuracy was required a reverse or proof course of dialling 
was made from the end back to the shaft, with the following results : — 



Na 


Bearing. 


Distance. 




A 


171* 30' 


fnu. ft. infl. 
4 2 10 


from eastern END. 


B 


259*00' 


2 3 




C 


265* 15' 


3 16 




D 


283* 15' 


3 2 




E 


279* 30' 


8 4 3 




P 


268*45' 


7 2 




G 


263*00' 


4 2 




H 


260* 15' 


3 4 8 




J 


177* 45' 


7 1 10 


centre of shafL 



Calculate the distance and bearing, from Pendsffves* shaft, of the point at 
the surface at which the new shaft most be sunk* 
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39. Sketch and describe a hangiDg compass, state in which way it is 
tested and repaired, and describe the manner of its application. {Tokh 
University, Japan, 1879.) 

40. Give a short description of the Grerman dial, and what yon consider 
to be its merits or demerits as compared with the English miner's diaL 
{City OuUds, 1880.) 

41. Describe the continental method of surveying mines by means of the 
hanging compass, giving sketches of the instruments emt)loyed. {B,S.M,, 
1886.) 

42. What methods have been used to determine the deviation of bore- 
Iholes from the vertical? {Science and Art Department^ 1887.) 

43. At the Scotchman's United Mine, Stawell, and in various other 
places, it has been found that bores made by the diamond drill have 
<leviated so seriously from their initial direction as to imply errors amount- 
ing to from 30 to 75 feet in bore-holes of 500 feet. Describe a method of 
making a survey of such bore-holes, and assuming the errors to have been 
•detected, how is it possible to straiehten a bore which has been so deflected 
as to endanger the safety of the driU ? {R.S.M., 1885.) 

44. How should the compass be used in exploring for iron ores ? (^RJS»M., 
1887.) 

45. Two parallel lodes were discovered at the suriace, which was level, 
30 yards apart underlying south, the south lode making an angle with the 
horizon of 65 denees, the north lode of 52 degrees. Required the per- 
pendicular depth from the surface to their point of intersection ; and how 
far south of the south lode would the centre of a perpendicular shaft have 
to be placed to come down to the same point ? Illustrate by a sketch, not 
necessarily to scale, but a scale is recommended in order to roughly test the 
^accuracy of the calculations. {City Guilds, 1883.) 

46. niustrate in colours the following parts of a finished plan, scale 8 
fathoms to the inch : — A road 25 feet wide bounded on each side by a hedge 
or bank 6 feet wide, showing a gateway, with a ^cross hedge or two, also a 
house 30 feet by 20 feet abutting on the road, with a pond adjoining open 
to the road, but with the hedge continued round its other sides. The pond 
not to be less than 58 feet long and 25 feet wide, and of an oval but 
irregular shape. A shaft 10 feet bv 6 feet to be shown in one of the fields, 
surrounded by a burrow or rubbish heap which is to be sketched in with 
pen and indian ink. The whole drawing to be about 1 foot in length. 
{CUy OuUds, 1883.) 

47. Without the axjplication of a protractor, lay off the following angles 
from the same base, viz. : — 20, 30, and 62 degrees, usin? a table of natural 
sines for the purpose. Describe the process. {City OttUds, 1883.) 

48. In the triangle ABC, the angle A = 37** 45', B = 72** 15', and the 
side A B = 437. "^d the sides AC, B C, and the perpendicular distance 
from C to A B. {City Guilds, 1887. ) 

49. In the triangle A B C, the side A B = 365, A C = 180, and the angle 
B B 25** 30'. Determine the angles A and C, and the side B C {City 
Guilds, 1887.) 

50. What do you understand by the word traversing ? Where is this form 
of surveying necessary ? How would you use an angular instroment in the 
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operation, and how wonld yon check the accnracy of the plotting of the work 
by trigonometry ? (City Ouilda, 1883.) 

51. Describe the true meridian, as compared with the magnetic meridian. 
How does the adoption of the latter affect plans made from compass 
observations and added to, as in mine plans, from year to year ? {City 
QuUda, 1882.) 

62. It is desired to know the exact distance and bearing of an imaginary 
line between the centre of a perpendicular shaft A and a point B in a levd 
underground, over which it is intended to sink another perpendicular shaft, 
the dialling of the level commencing from A. Sketch the supposed drafts 
underground, marking each with its length and bearing, and proceed to 
descrioe the best and most accurate method of laying down, at the suiface, 
the line required, and the position of the proposed new shaft over B. (City 
Guilds, 1881.) 

53. Describe the ordinary process of levelling, stating any precautions 
required to ensure accuracy. (City OuUds, 1885.) 

54. Work out the following series of levels and plot in the form of a sec- 
tion. Horizontal scale 1 chain to the inch, vertical scale 20 feet to the 
inch. Datum-line 50 feet. 



Distance. 


Back-sight. 


Fore-Sight. 




Cliains. 

0-70 


Feet. 
1-30 


Feet. 
8-85 




1-50 


8-85 


2-30 




2-45 


13-96 


5*40 




3-60 


5-40 


0-52 




405 


12-62 


8-80 




5-40 


8-80 


112 




7 00 


2-32 


7 05 




9-40 


1-33 


9-96 




10-20 


3-34 


6-87 




11-35 


5-87 


9-10 





^{dty Chtilds, 1885,) 



65. Ploti on a scale of 2 ohaiiu to an inch, the following survey : — 
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Cbains. 


Bearing. 


IncIinatioiL 
Bise. 




A 


2-50 


119'* 45' 


••• 




B 


7-47 


137° 16' 


3*60' 




C 


1303 


14^32' 


••• 




D 


3-40 


IQ^" 5(y 


••• 




E 


6-50 


189' 24' 


9" 36' 




F 


11-66 


266'' 36' 


7^*30' 




G 


6-25 


272** 22' 


• • • 





—{City Ouilda, 1885.) 

56. A straight draft is required to be driven of uniform inclination 
between C and G. How must it be set out from each end ? {City Guilds, 
1885. ) 

57. Describe the method of using the transit-theodolite in order to 
measure horizontal and vertical angles with great precision. {City Guilds^ 
1885.) 

58. Explain the principle of the vernier, and describe the manner in 
which you would construct a vernier for a circle to read 30 seconds, when 
the arc is divided into quarter degrees. (R, S. i/., 1884.) 

59. How may the underground- and surface-surveys of a mine be con- 
nected? {R,8, M,, 1887.) 

60. In a 20-fathom level driven on an east and west lode, underlying 
north, a winze has been commenced bearing due north, and it is determined 
to pitch a rise against it in the 40-fathom level ; the 30-fathom level not 
having been driven far enough east for the purpose. How would you 
determine the exact point in the 40-fathom level to start from ? {R, S, M,, 
1886. ) 

61. Calculate tri^onometrically the bearing and distance of C from the 
centre of the shaft m the following traverse : — 





No. 


Angle. 


Bearing. 


Distance. 


Bemarks. 


A 


O'^OO' 


351° 29' 


fmn. ft in. 
10 4 8 


From centre of shaft. 




B 


OO** 21' 


• • • 


9 3 2 






C 


175° 12' 


• • • 


12 


END. 



— (/?. S. M., 1880.) 
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62. Lay down, on a scale of 1 chain to the inch, the survey given on 
126 36| representing a four- sided field connected -with the shaft of a mine, 
ilculate the area. {City Guilds, 1885.) 

63. Plot the following survey, by W. Rickard, of a Cornish mine : — 

From pp. line in Williams' shaft at the 60-fathom level. 



No. 

1 


Bearing. 


Distance. 


Inclination. 


Inclined 
Length. 


1 

Semarks. 




fm. 


ft. 


in. 




fm. ft in. 




A 


176'' (XK 


3 


2 


6 


••• 


... 


••• 


B 


77" SO^ 


4 


1 


9 


••• 


••• 


••• 


C 


82' 45' 


5 


3 


3 


••• 


••• 


... 


D 


97** 15' 


3 


2 


9 


••• 


••• 


to Vivian's winze. 


E2 


4° 15' 




... 




F.75« 45' 


10 5 6 


• •• 


F2 


285** ocy 


7 


2 


9 


• •• 


• •• 


• •• 


G3 


263'' 00' 


6 


3 


3 


• • • 


• • • 


to Williams' shaft. 


H2 


i7r 00' 




• • • 




R.74" 11' 


5 3 6 


Up shaft to pp. line. 


E 


79" 15' 


6 


3 


6 


••• 


... 


••• 


F 


57" 00' 


7 


2 


9 


... 


••• 


... 


G 


65" 30' 

183' 00' 


2 
5 


4 
2 


6 
9 


••• 
••• 


... 
••• 


At X cut drive to 

regain the lode. 
On lode. 


J 


94' 45' 


6 


4 


6 


••• 


• a. 


to John's rise. 


K2 


182' 30' 




... 




R.67" 30' 


11 3 


Up rise to 50 fm. level. 


L2 


84' 15' 


5 


4 


9 


••• 


••• 


••• 


Ma 


75" 30' 


6 


2 


8 


••« 


••• 


to Mitchell's shaft 


K 


79' 15' 


8 


5 


4 


••« 


••• 


END. 



64. State the nature of the dislocations or heaves of lodes, their probable 
origin, their appearance vertically and on a horizontal plane ; and the 
various rules that have been recommended for regaining the severed portion. 
iR.S.M, Examination in Mining, 1879.) 

65. A, B, and C are three bore-holes ; the depths of which from the same 
horizontal pluie to a seam of coal are respectively 100, 106, and 108 yards. 
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From A to B is 100 yards, and from A to C 120 yards. The angle in a 
horizontal plane between A B and A C is SO"". What is the direction of the 
dip of the seam, and the angle of dip ? {Merivale'a Notes and FormuloB.) 

66. Name the permanent adjnstments of the transit theodolite, and state 
how they are made. {Edinburgh University, 1888.) 

67. Explain fully the process of setting out a tunnel in the driving of 
which a number of shafts have to be employed. {Edinburgh University^ 
1888.) 

68. Suppose you were required to take levels along an underground 
roadway in order to plot a section showing both roof and floor, state what 
instruments you would use and how you would proceed. {Colliery Managers^ 
West Lancashire, 1887.) 

69. State approximately the declination of the magnetic needle for the 
year 1888, and the average annual variation. How is the declination found 
to vary in amount as you travel northwards or eastwards? {City Guilds^ 
1888.) 

70. Describe the Hedley dial. {CUy Guilds, 1888.) 

71. Explain what is meant by the true meridian. How may the true 
meridian be determined by simple observations of some well-known stars ? 
{City Guilds, 1888.) 

72. Describe the method of measuring horizontal angles with the theodolite 
by the process of repetition, and point out the special advantages of this 
mode of using the instrument. {City Guilds, 1888.) 
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Compensating bars, 21. 
Computing the sides of triangles, 116. 
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Connection of underground- and sur- 
face-surveys, 184. 
Contour lines, 182, 233. 
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Driving levels underground, 217. 
Dump heap, cubical content of, 234. 
Dumpy level, 152. 
Dyke, 239. 

Earth's magnetism, directive action 
of the, 26.^ 

Eccentric telescope for transit-theo- 
dolite, 195. 

Eccentricity of magnetic needle, 30. 

Eckhold*s omnimeter, 199. 
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Electric light for surveying purposes, 
106. 
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toad Mr. Herbert Spencer — Inspiration, Natural and Supernatural — 
Deductions. 

"An able and original contribution to Theistic literature. • . . The style is 
pointed, concise, and telling to a degree/'-j^iSax^n; Herald. 

" Mr. Tait advances many new and striking ai;guments • • • highly suggestive 
and fresh." — Brii. Quarterly Review, 

THE MASSES: How Shall we Reach Them? 

Some Hindrances in the way, set forth from the standpoint of the People, 
. with Comments and Suggestions. By an Old Lay-helper. Cloth, 
2S. 6d. Second Edition. 

*»* An attempt to set forth some deficiencies in our present methods of reaching the 
poor, in the language of the people themselves. 

" So full of suggestiveness that we should reprint a tithe of the book if we were to 
transcribe all the extracts we should like to make."— CAwrrA Bells, 

** * Hindrances in the way ' exactly describes the subject-matter of the Book. ^ Any 
one contemplating Missionary work m a large town would be helped by studying it/'— 
CuardutH. 

" * The Masses ' i& a book to be well pondered over and acted ix^n,**— Church Work, 

"A very useful book, well worth readbg."— CAivrrA Timet, 

** A most interesting book. . . . Contains a graphic description of work among the 
masses." — English Churchman, 

WORDS AND WORKS OF OUR BLESSED 

LORD: and their Lessons for Daily liUt. Two Vols, ia One. 
Toolscap 8vo. Cloth,-gilt edges, 6/. 
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TNT O H K S 

By Sir WILLIAM AITKEN, M.D., Edia, F.R.S., 

PROFESSOR OP PATHOLOGY IN THE ARMY MEDICAL SCHOOL ; EXAMINER IN MSDlOmi 90%- 

THE MILITARY MEDICAL SERVICES OF THE QUEEN ; FELLOW OF THE SANITARY 

INSTITUTE OF GREAT BRITAIN ; CORRESPONDING MEMBER OF THE ROYAL 

IMPERIAL SOCIETY OF PHYSICIANS OF VIENNA ; AND OF THE 

SOCIETY OF MEDICINE AND NATURAL HISTORY OP DRESDEN. 



Seventh Edition. 

The SCIENCE and PRACTICE of MEDICINE. 

In Two Volumes, Royal 8vo., cloth. Illustrated by numerous Engrav- 
ings on Wood, and a Map of the Geographical Distribution of Diseases. 
To a great extent Rewritten ; Enlarged, Remodelled, and Carefully 
Revised throughout, 42/. 



Opinions of tlie Press. 

"The work is an admirable one, and adapted to the requirements of the Student^ 
Professor, and Practitioner of Medicine. . . . The reader will find a laree amount of 
information not to be met with in other books, epitomised for him in this. We know of 
no work that contains so much, or such full and varied information on all subjects con* 
nected with the Science and Practice of Medicine." — Lancet. 

"Excellent from the beginning, and improved in each sticcessive issue, Br.'Aitken*s 
GREAT and STANDARD WORK h^ uow, with vast and judicious labour, been brought 
abreast of every recent advance in scientific medicine and the healing art, and affords to ue 
Student and Practitioner a store of knowledge and guidance of altogether inestimable value. 
... A classical work which does honour to British Medicine, and is a compendium of 
sound knowledge." — Extract/rom Reviev) in ** Brian,* by y. Crickton-BroTvne, M.D,, 
F.R,. 

"The Seventh Edition of this important Text-Book fully maintains its reputation. 
• . . Dr. Aitken is indefatigable in his efforts. . . . The section on Diseases of 
the Brain and Nervous System is completely remodelled, .so as to include all the- 
most recent researches, which in this department have been not less important than they 
are numerous ' — British Medical journal, 

" The Standard Text-Book in the English Language. . . . There is, perhaps, 
no work more indispensable for the Practitioner and Student." — Edin, Medical journal. 

** The extraordinary merit of Dr. Aitken's work. . . . The author has unquestion- 
ably performed a service to the profession of the most valuable Idnd,'*— Practitioner. 

OUTLINES OF THE SCIENCE AND 

PRACTICE OF MEDICINE. A Text-Book for Students. Secofui 
Edition, Crown 8vo, 12/6. 

" Students preparing for examinations will hail it as a perfect godsend for its concase- 
ness." — Athenaum. 

"Well-digested, clear, and well-written, the work of a man conversant with every 
detail of his subject, and a thorough master of the art of teaching." — British Medicat 
youtnal, 

CAIRO (F, M., M.B., F,R.C.S.), and CATHCART 

(C. W., M.B., F.R.C.S.): 

A SURGICAL HANDBOOK: For the use of Practitioners, 
Students, House- Surgeons, and Dressers. With Numerous Illustrations. 
Third Edition. Pocket-size, Leather, 8/6. 

"This is a THOROUGHLY PRACTICAL MANUAL, wcfl up to dAte, dear,, 
acairate, and succinct. It b thoroughly trustworthy, handy, and well got \x'^.**'^anc€t* 
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By PROFESSOB T. M'OALL ANDERSON, M.D. 

Ifow ready, with two Coloured LithortraphSf Steel Plate, and numerous Woodcuts, 

Royal ^vo. Handsome Cloth, 25«. 

DISEASES OF THE SKIN 

(A TREATISE ON), 

With Sfecial Refekence to DiAaNosis and Treatment, Including an 

Analysis of 11,000 Consecutive Gases. 

By T. M'OALL ANDERSON, M.D., 

Professor of Clinical Medicine, University of Glasgow. 

The want of a manual, embodying the most recent advances in the 
treatment of cutaneous affections, has made itself much felt of late 
years. Professor M'Oall Anderson's Treatise, therefore, affording, 
as it does, a complete resume of the best modern practice, will be 
doubly welcome. It is written — ^not from the standpoint of the 
University Professor — but from that of one who, during upwards of 
a quarter of a century, has been actively engaged both m private and 
in hospital practice, with unusual opportunities for studying this 
class of disease, hence the practical and clinical directions given 
are of great value. 

Speaking of the practical aspects of Dr. Anderson's work, the 
British Medical Journal says : — " Skin diseases are, as is well-known, 
obstinate and troublesome, and the knowledge that there are addi- 
tional resources besides those in ordinary use will give confidence 
to many a puzzled medical man, and enable him to encourage a 
doubting patient. Almost any page might be used to illustrate 
THE fulness op THE WORK IN THIS RESPECT. . . . The chapter 
on Eczema, that universal and most troublesome ailment, describes 
in a comprehensive spirit and with the greatest accuracy of detail 
the various methods of treatment. Dr. Anderson writes with the 
authority of a man who has tried the remedies which he discusses, 
and the information and advice which he gives cannot fail to prove 
extremely valuable." 

Opinions of the Press. 

" Beyond doabt, the most important work on Skin Diseases that has appeared in England for 
many years. . . . Conspicaoas for the amount and exgbllbncb of the cunical and practical 
information which it containB."— British Medical Journal. 

" Professor IfCall Anderson has produced a work likely to prove very acceptable to the bnsy 
practitioner. The sections on treatment are very fnll. For example, Eczema has 110 pages giten 
to it, and 73 of these pages are devoted to treatment"— Zonce^ 
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■ WORKS by A. WYNTER BLYTH, M.R.C.S., F.C.S., 

Public Analyst for the County of Devon, and Medical Officer of Health for 

St. Marylebone. 

I. FOODS: THEIR COMPOSITION AND 

ANALYSIS. Price i6/. In Crown 8vo, cloth, with Elaborate Tables 
and Litho- Plates. Third Edition, Revised and partly rewritten. 

General Contents. 

History of Adulteration —Legislation, Past and Present — Apparatus useful to the 
Food Analyst — "Ash"— Sugar— Confectionery— Honey — ^Treacle— Jams and IVeserved 
Fruits —Storches— Wheaten- Flour— Bread— Oats — Barley— Rye— Rice— Maize— Millet 
— Potato — Peas — Chinese Peas — Lentils — Beans — Milk — Cream— Butter— Cheese — Tea 
—^^offee — Cocoa and Chocolate — Alcohol — Brandy— Rum — ^Whisky— Gin — Arrack— 
I Liqueurs — Beer — Wine — ^Vinegar — Lemon and Lime Juice — Mustard— Pepper — Sweet 

I and Bitter Almond— Annatto — Olive Oil — ^Water. Appendix i Text of English and 

American Adulteration Acts. 

*• Will be used by every Analyst.*' —Lancet. ^ 

** Stands Unrivalled for completeness of information. ... A really 'practical' 
work for the guidance of practical men." — Sanitary Record. 

"An admirable digest of the most recent state of knowledge. . . . Interesting 
even to lay-readers." — Chemical News, 

**• The New Edition contains many Notable Additions, especially on the subject 
of Milk and its relation to Fever-Epidemics, the Purity of Water-Supply, the 
new Margarine Act, &c., &c. 

COMPANION VOLUME. 

II. POISONS: THEIR EFFECTS AND DE- 

JECTION. Price i6/. 

General Contents. 

Historical Introduction — Statistics— General Methods of Procedure — Life Tests — 
Special Apparatus— Classification : I. — Organic Poisons : («.) Sulphuric, Hydrochloric, 
and Nitnc Acids, Potash, Soda, Ammonia, &c. ; (3.) Petroleum, Benzene. Camphor, 
Alcohols, Chloroform, Carbolic Acid, Prussic Acid, Phosphorus, &c. ; \c!) Heixuock, 
Nicotine, Opium,^ Strychnine, Aconite, Atropine, Di^^italis, &c. ; (d.') Poisons 

I derived from Animal Substances ; {jg.) The Oxalic Acid Group. II. — Inorganic 

Poisons : Arsenic, Antimony, Lead, Copper, Bismuth, Silver, Mercury, Zinc, Nickel 
Iron, Chromium, Alkaline Earths, &c Appendix : A. Examination of Blood and 

I Blood-Spots. B. Hints for Emergencies: Treatment— Antidotes. 

**Should be in the hands of every medical practitioner." — Lancet, 
" A sound and practical Manual of Toxicology, which cannot be too warmly re- 
commended. One of its chief merits is that it discusses substances which have been 
overlooked." — Chemical Hews. 

"One of the best, most thorough, and comprehensive works on the subject."— 9 
Saturday Review, 

HYGIENE AND PUBLIC HEALTH (a Die- 

tionary of) : embracing the following subjects : — 

I. — Sanitary Chemistry : the Composition and Dietetic Value of 
Foods, with the Detection of Adulterations. 
II.— Sanitary Engineering : Sewage, Drainage, Storage of Water, 
Ventilation, Warming, &c. 
III.— Sanitary Legislation: the whole of the PUBLIC HEALTH 
ACT, together with portions of other Sanitary Statutes, in a 
form admitting of easy and rapid Reference. 
^ IV.— Epidemic and Epizootic Diseases ; their History and Pro- 

pagation, with the Measures for Disinfection, 
v.— Hygiene— Military, Naval, Private, Public, School. 
Royal 8vo, 672 pp., cloth, with Map and 140 Illustrations, 28/. 

" A work that must have entailed a vast amount of labour and research. . . . Will 
become a Standard Work in Public Health." — Medical Times and Gazette, 
** Contains a great mass of information of easy reference."— •S'am/ar^ Record. 
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DAVIS (J. R. A., B.A., Lecturer on Biology at the 

University College of Wales, Aberystwyth) : 

AN INTRODUCTION TO BIOLOGY, for the use of Students. 
Comprising Vegetable and Animal Morphology and Physiology. 

IVith Bibliogj-aphyf Exatn.-Questions^ complete Glossary, atid 158 lUusiraiiotu, 

Large Crown Bvo. 12s. 6d. 

** The volume is literally packed with information." — Glasgow Medical yonrmal, 
" As a eeneral work of reference, Mr. Davis' Manual will be highly serviceable both 
to mediou men and to amateur or professional scientists." — British Medical Journal. 

THE FLOWERING-PLANT : First Principles of Botany. Specially 
adapted to the Requirements of Students preparing for Competitive 
Examinations. With numerous Illustrations. Crown Bvo, Cloth, 3s. 6d. 

X)UCKWORTH (Sir Dyce, M.D. (Edin.), 

F.R.C.P.): 

GOUT (A Treatise on) : for the Use of Practitioners and Students. 
With ChromO'Lithograph, Folding Plate, and Illustrations. Royal 
8vo, 25s. 

an enormous amount of information in it.*' — Practitioner, 



At once thoroughly practical and highly philosophical. The practitioner will find 
ofinfoi 



DUPRE (A.,Ph.D.,F.R.S.), and WILSON HAKE 

(Ph.D., F.I.C., F.C.S., of the Westminster Hospital Medical School) : 

INORGANIC CHEMISTRY (A Short Manual of): with Coloured 
Plate of Spectra. Crown 8vo, Cloth, 7s. 6d. 

" The BEST MANUAL for Medical aspirants that has appeared on the subject of 
Inorganic Chemistry." — Analyst, 

*' A well-written, clear, and accurate Elementary Manual of Inorganic Chemistry. 
. . . We agree heartily in the system adopted by Drs. Dupr^ and Hake. Will makb 

BXPBKIMSNTAL WORK TREBLY INTERESTING BECAUSE- INTELLIGIBLE. ''<—.Sa/«n£sy 

Xeview. 

ELBORNE (W., F.L.S., F.C.S., late Assistant- 

Lecturer in Materia Medica and Pharmacy, Owens College, Manchester): 

PHARMACY AND MATERIA MEDICA (A I^aboratory Course of): 
Including the Principles and Practice of Dispensing. Adapted to the 
Study of the British Pharmacopceia and the requirements of the Private 
Student. With Litho-Plates, and numerous Illustrations. Large crown 
8vo. Cloth, Ss. 6d. 

EWART (J. COSSAR, M.D., F.R.S.E., Regius 

Professor of Natural History, University of Edinburgh) : 

THE PRESERVATION OF FISH, in reference to Food Supply 
Hints on). In Crown 8vo, Wrapper, 6d. 

GARROD (A.E., M.A., M.D., Oxon., M.R.C.P., 

Assistant-Physician to the W^est London Hospital, &c.): 

RHEUMATISM AND RHEUMATOID ARTHRITIS (A Treatise 
on) : for the Use of Students and Practitioners. With Charts and Illus- 
trations. Miedlum 8vo. Cloth, 2 is. 
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GRIFFIN (John Joseph, F.CS.) : 

CHEMICAL RECREATIONS: A Popukr Manual of Exi^eiiBWtal 
Chemistry. With 540 Engravings of Apparatus. Ten/A Edition. Crown 
4to. Cloth. 

Part I. — Elementary Chemistry, 2/. 

Part II.— The Chemistry of the Non-Metallic Elements, including a 
Comprehensive Course of Class Experiments, 10/6. 
Or, complete in one volume, doth, gilt top, • • 12/6. 

HAD DON (A. C, M.A., F.Z.S., Professor of 

Zoology at the Royal College of Science, Dublin) : 

AN INTRODUCTION TO THE STUDY OF EMBRYOLOGY, 
for the use of Students. With 190 Illustrations. In Royal 8vo, Cloth, 18s. 

^ " An EXCELLBNT RESUME OP RECENT RESEARCH, Well adapted for self-study. . . . 
Gives remarkably good accounts (including all recent work) of the development of the 
heart and other organs. . . . The book is handsomely got up." — Lancet, 

" Prof. Haddon has the real scientific spirit for work of tnis kind. . . . The 
development of the various organs ably demonstrated. • . . Fomu a haadsome 
volume."— ^r»V. Med. youmal, 

HUMPHRY (L., M.A., M.B., M.R.C.S., Assistant- 

Physician to, and Lecturer to Probationers at, Addenbrooke's Hospital, 
Cambridge) : 

NURSING (A Manual of) : Medical and Surgical. With Numerous 
Illustrations. Second Edition, Crown 8vo, Cloth, 3s. 6d. 
" We would advise all Nurses to possess a copy." — The Hospital, 

JAKSCH (Prof. R. von, University of Graz) : 

CLINICAL DIAGNOSIS : A Text-book of the Chemical, Micro- 
scopical, and Bacteriological Evidence of Disease. Translated from the 
Second German Edition, by James Cagney, M.A., M.D., St. Mary's 
Hospital. With additions by Wm. Stirling, M.D., Sc.D., Prof, of 
Physiology, Owens College, Manchester. With numerous Illustrations in 
Colour. Medium 8vo, 25s. 

LANDIS (Henry G., A.M., M.D., Professor of 

Obstetrics in Starling Medical College) : 

THE MANAGEMENT OF LABOUR AND OF THE LYING-IN 
PERIOD. In 8yo, with Illustrations. Cloth, 7/6. 

" Fully accomplishes the object kept in view by its author. . . . W^l he found 
of GRRAT VALUE by the young practitioner.'*— Ct/m^zv Medical journal. 

LEWIS (W. Bevan, L.R.C.P., M.R.C.S., Medical 

Director of the West-Riding Asylum, Wakefield) : 

MENTAL DISEASES (A Text book of) : With Special Reference to 
the Pathological Aspects of Insanity. For the Use of Stodents and Pmeti- 
tioners. With 18 Litho- Plates, Charts, and Illustrations. Royal 8vo, 28/. 

"A splendid addition to the literature of mental diseases. . . . Ever^ page 
bristles with important facts. As a standard work on the pathology of mental AitlhlST^ 
the volume should Qccupy A pcoiaiafWt pUce."-^Z>j^^'« Medkaljimmak 
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By Professors LANDOIS and STIRLING. 

HUMAN PHYSIOLOGY 

(A TEXT-BOOK OF): 

Including Histology and Microscopical Anatomy, 
WITH SPECIAL REFERENCE TO PRACTICAL MEDICINE 

By Dr. L. LANDOIS, 

Pkop. op Physiology, University of Grbifswald. 
Tnmslated from the Sixth German Ekiition, with Annotations and Additions, 

By WM. STIRLING, M.D., ScD., 

BRACKBNBURY PROFESSOR OF PHYSIOLOGY IN OWENS COLLEGE, AND VICTORIA UNIVERSITY, 
MANCHESTER ; EXAMINER IN THE UNIVERSITIES OF OXFORD AND CAMBRIDGE. 

Royal 8vo, Handsome Cloth. 34s. 

V8iM\ btxfi lEnnurons JUnstrBlxons. 
THIRD ENGLISH EDITION. 

GENERAL CONTENTS. 

^ Part I. — Physiology of the Blood, Circulation, Respiration, Digesdon, Absorptidv 
Animal Heat, Metabolic Fhenomena of the Body. 

Part II. — Secretion of Urine; Structure of the Skin; Physiology of the Motor 
Apparatus ; the Voice and Speech ; General Physiology of the Nerves ; Electro-Physiology ; 
the Brain ; Organs of Vision, Hearing, Smell, Taste, Touch ; Physiology of Development. 

%• Since its first appearance in 1880, Prof. Landois' Text- 
Book OF Physiology has been translated into three Foreign 
languages, and passed through five large editions. 

To meet the wishes of Students, the Third English Edition 
has been issued in One Volume, printed on specially prepared 
paper. Numerous Additions have been made throughout, bringing 
the work abrea.st in all respects of the latest researches in Physiology 
and their bearing on Practical Medicine ; and the number of 
Illustrations has also been largely increased — from 494 in the 
First to 692 in the present Edition. 

"So great are the advantages offered by Prof. Lando's' Tkxt-booic, from the 
EXHAUSTIVE and EMINENTLY PRACTICAL manner in which the subject is treated, that 
it has passed through four large editions in the same number of years. . . . Dr. 
Stirling's annotations have materially added to the value of the work. Admirably adapted 
for the Practitioner. . . . With tms Text-book at command, no Student could fail 
IN HIS examination."— T^Ar Lancet. 

**One of the most practical works on Physiology ever written, forming a 'bridge' 
between Physiology and Practical Medicine. ... Its chief merits are its completeness 
and conciseness. . . . The additions by the Editor are able and judicious. . . . 
Excellently clear^ attractive, and succinct."— ^rrV. Med. y<mmal. 

** The great subjects dealt with are treated in an admirably clear, terse, and happily- 
illustrated manner. At every turn the doctrines laid down are illuminated by reference to 
facts of Clinical Medicine or Pathology."— /*>«r//Vw«^r. 

" We have no hesitation in saying that this is the work to which the Practitioner 
wfll turn whenever he desires light thrown upon, or information as to how he can best 
investigate, the phenomena of a complicated or important case. To the Student it 
will be EQUALLY VALUABLE." — EdtMburgh Medical youmaL 

"Landois and Stirling's work cannot fail to establish itself as one of the most useful 
and pcmular works known to English readers." — Manchester Medical Chrtmicle. 

"As a work of reference, Landois and Stirling's Treatise ought to take the 
foremost place among the text-books in the English language. The woodcuts are 
noticeable for their numbo- and beauty." — Glasgow Medical youmaL 

"Unquestionably the most admirable exposition of the relations of Human Phynology 
to Practical Medicine that has ever been laid before English readers."— ^/M^^ilf' youmaL 
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By Drs. MEYER and FERGUS. 

Now Beady, toUh Three Coloured Plates and numerous lUuitnUiotUm 

Royal Bvoy Handsome Cloth, 259. 

DISEASES OF THE EYE 

(A PRACTICAL TREATISE ON). 

By EDOUARD MEYER, 

Trof, a VEcole Pratique dela FacuM de M^dedne de Paris, 
Chev, of the Leg, of Honour, Ac. 



Translated from the Third French Edition, with Additions as 
contained in the Fourth German Edition^ 

By F. FERGUS, I^.B., Ophthalmic Surgeon, Glasgow Infirmary. 



The particular features that will most commend Dr. Meyer's work 
to English readers are — its conciseness, its helpfulness in explana- 
tion, and the practicality of its directions. The best proof of its 
worth may, perhaps, be seen in the fact that it has now gone, through 
three French and four German editions, and has been translated into 
most European languages — Italian, Spanish, Russian, and Poliflk-— and 
even into Japanese. 



Opinions of the Press. 

» A GOOD TRANSLATION OF A GOOD BOOK. . . . A SOUND QUIDS in the diognoBls and treatment Of 
the various diseases of the eye that are likely to fall under the notice of the general Fraetltioner. 
The Paper, Type, and Chromo-Lithographs are all that could be desired. . . • We know of no work 
in which the disbasbs and deformities of the lids are more fully treated. Nnmeroas figures illus- 
trate almost every defect remediable by operation."— iVac<<tu7a«r. 

"A VBK7 tbustwobtht quidb in all respects. . . . thobouqhlt fbaotioal. Excellently trans- 
lated, and very well got up. Type, Woodcuts, and Ohromo-IAthographs are alike excellent*'— 
Zamti. 

. "Any Student will find this work of gbbat TALUS. . . . The chapter on Cataract is excellenl 
. • . The Illustrations describing the various plastic operations are specially helpful.'*— iKri<. 
Mtd, JcmmaL 

"An xxoBLLENT TBAmOiATion of ft Standard French Text-Book. . . . We can cordially recom- 
mend Dr. Meyer^s work. It is essenttaHy a pbaotioal .wobx. Hie FtiMishors have done their part 
iniiie tasteful and sabstanti^l nuumer oharactoristic of their medical piAiioatfoiiB.*'— cyi/Aa/mt« 
Ssvisw. 

A3 
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LINN (S.H., M.D., D.D.S., Dentist to the Imperial 

Medlioi>-€3iiniipcal Academy of St Peteisbuig) : 

THE TEETH : How to presenre them and prevent their Decay. A 
Popnlar Treatise on the Diseases and the Care of the Teeth. With 
Plates and Diagrams. Crown 8vo. Cloth, 2/6. 

LONGMORE (Surgeon-General, CB., Q.H.S., 

F.R.C.S.y &C., Professor of Military Surgery, Army Medical School): 

THE SANITARY CONTRASTS OF THE CRIMEAN WAR. 
DemySTO. Cloth limp, 1/6. 

**A mogt TaloaUe contribution to MQitaiy Medidne."— ^rnftidl hftdicml y^mrmat, 
** A most coDGue and interesting Review.**— Zoiuv/. 

MACALISTER (A., M.D., F.R.S., Professor of 

Anatomy, University of Cambridge) : 

HUMAN ANATOMY: Systematic and Topographical (A Text-book 
of), including the Embryology, Histology, and Morphology of Man, with 
Special Reference to the Requirements of Practical Surgery and Medicine. 
With 816 Illustrations. Medium 8vo. 36s. 

" By far the most important work on this subject which has appeared in recent years;, 
• . . Not only deals with Descriptive and Topographical Anatomy, but is also a 
complete treatise on Human Embryology, Histology, and Morphology. — The Lancet, 

OBERSTEINER (Prof. H., University of Vienna): 

THE CENTRAL NERVOUS ORGANS. A Guide to the Study 
of their Structure in Health and Disease. Translated, with annotations 
and additions, W Alex. Hill, M.A., M.D., Master of Downing College^ 
Gimbridge. >\ith all the Original Illustrations. Medium 8vo, 25s. 

PARKER (Prof. W. Kitchen, F.R.S., Hunteriaa 

Professor, Royal College of Suigeons): 

MAMMALIAN DESCENT: being the Hunterian Lectnres for i8&f. 
Adapted for General Readers. With Illustrations. In 8vo, cloth, 10/6. 

"A Tery striking book ... as readable as a book of travels. Prof. Parksk 
is BO Materialist." — LticttUr Post, 

PORTER (Surgeon-Major J. H., Late Assistant 

Professor of Military Surgery in the Army Medical School): 

THE SURGEON'S POCKET-BOOK : an Essay on the Best Treat- 
ment of the Wounded in War ; for which a Prize was awarded by Her 
Majesty the Empress of Germany. Specially adapted to the Public 
Medical Services. With 152 Illustrations and folding-plate^ fcp. 
8vo, roan, 7/6. Third Edition^ Revised and Enlarged, By Brigade* 
Surgeon C. H. Y. Godwin, of the Army Medical School. 

" Every Medical Officer is recommended to have the 
Surgeon-Muor Porter, accessible to refresh his memoi 
— /Vrfcw ^FuU^trtnce Medical A mmgwrneHis for AJgk 

** K oomplete vttde mtcum to guide the military surgeon in the ^€iA.'*—BriHsk 
Medicml y«mrtuiL 

" A capiuil Hctle book of the greatest i»actical vahie. ... A snigeon with this. 
Manual in his pocket becomes a man of resource at once."— ffVv/mcMiIrr Review, 



e ' Surseon's Pocket-Book ' by 
>rv and fortify his judgment. 
'zhan War, 
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SEXTON (A. Humboldt, F.C.S., Professor of 

. Metallurgy, Glasgow and West of Scotland Technical College) : 

1. QUANTITATIVE ANALYSIS (Outlines of). For the Use of 
Students. With Numerous Illustrations. 7'hird Edition, Crown Svo» 
Cloth, 3/. 

" A i^ood and useful book. . . . Really stipplies a want."— Tk* Lancet, 

" This is an admirable little volume, and well fulfils its purpose." — Schoolmaster. 

2. QUALITATIVE ANALYSIS (Outlines of). For the use of 
Students. With numerous Illustrations. Second Edition. Crown 8vo. 
Cloth, 3/6. 

** The Work of a thorough practical Chemist . . . and one which may be 
unhesitatingly recommended." — Brit. Medical Journal. 

STIRLING (William, M.D., D.Sc, Owens College, 

I^anchester) s 

A TEXT-BOOK OF HUMAN PHYSIOLOGY [See under Landois 
and Stirling J page 10). Third Edition. 

OUTLINES OF PRACTICAL PHYSIOLOGY : including Experi- 
mental and Chemical Physiology. With special reference to Clinical 
Medicine. A Laboratory Handbook for the use of Students^ Second 
Revisid Edition. With 234 Illustrations. In large Crown 8vo, 9/. 

" An excellent treatise, which we can thoroughly recommend." — Lancet. ' 

" May be confidently recommended as a guide to the Student of Physiology."— 
Glasgow Medical youmal, 

OUTLINES OF PRACTICAL HISTOLOGY. With 344 Illustra- 
tions. Large Crown 8vo. Cloth, 12/6. 

THORBURN (John, M.D., F.R.C.P., Late 

Professor of Obstetric Medicine, Owens College and Victoria University, 
Manchester ; Obstetric Physician to the Manchester Royal Infirmary) : 

THE DISEASES OF WOMEN (A Practical Treatise on). Prepared 
with Special Reference to the Wants of the General Practitioner and 
Advanced Student With Chromo-lithograph, and over 200 Illustrations. 
Royal 8vo, handsome cloth, 21/. 

The ENTIRE WORK is IMPARTIAL and INSTRUCTIVE, and in every way worthy of its 
author." — British Medical you* nal. 

THORBURN (Wm., B.S., B.Sc, M.D., F.R.CS., 

Assistant-Surgeon tu the Manchester Royal Infirmary) : 

THE SURGERY OF THE SPINAL CORD (A Contribution to). 
With Diagrams, Tables, and Illustrations. Medium 8vo. Handsome 
cloth, I2S. 6d. 

THORNTON (J. Knowsley, M.B., M.C., Surgeon 

to the Samaritan Free Hospital for Women, &c., &c.) : 

THE SURGERY OF THE KIDNEYS. Being the Harveian 
Lectures for 1889. With Illustrations and Tables. Demy 8vo. Cloth, 5s, 
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GENERAL SCIENTIFIC AND TECHNICAL WORKS; 



BERINGER (C, F.I.C., F.C.S., late Chief Assayer 

to the Rio Tinto Company); and BERINGER (J. J., F.I.C, F.C.S., 
Public Analyst for, and Lecturer to the Mining Association of, Cornwall) : 

ASSAYING (A Text-Book of) : for the Use of Students, Mine 
Managers, Assayers, &c. With numerous Tables and Illustrations. 
Crown 8vo. Cloth, iOy^6. 

^, **A KBALLV MERITORIOUS WORK, tbat may be safely depended upon eitho' for systematic 
instruction or tor reference." — Nature. 

BROWNE (Walter R., M.A., M. Inst C.E., 

F.G.S., late Fellow of Trinity College, Cambridge) : 

THE STUDENTS MECHANICS : An Introduction to the Study 
of Force and Motion. With Diagrams. Crown 8vo. Cloth, 4/61 

" Clear in style and practical in method, 'Tub Student's Mechanics/ b cordially 
to be recommended from all points of view. . . . Will be of great value to jStudents 
desirous to gain full )exkCiw\eAgtJ'*—AtkeHaum. 

"The merits of the work are especially conspicuous in its clearness and brevity . • • 
deserves the attention of all who have to teach or learn the elements of Mechanics. 
• • • An excellent conception." — Westminster Review. 



FOUNDATIONS OF MECHANICS. 

Papers reprinted from the Engineer, In crown 8vo, i/. "^ ' ' 

FUEL AND WATER: A Manual for 

Users of Steam and Water. By Prof. SchwackhQfer and W.- R. 
Browne, M.A. (See p. 23.) 

BROUGH (B.H., F.G.S., Instructor of Mine 

Surveying, Royal School of Mines) : 

MINE SURVEYING (A Text-Book of): for the tsfe" of Managers 
of Mines and Collieries, Students at the Royal School of Mines, City 
and Guilds of London Institute, &c. With Illustrations. Second Edition* 
Crown 8vo, cloth, 7/6. 

" Supplies a long-felt want.**— /rvx. 

"A valuable accessory to Surveyors in every department of commercial enterpzise." 
^Colliery Guaniiau. 

" The information is given in a concise manner." — En^^imeerittg, 

m 

CRIMP (W. Santo, A. M. Inst C. E., E.G. S., 

Assistant- Engineer to the London County Council) : 

SEWAGE DISPOSAL WORKS. A Guide to the Construction of 
Works for the Prevention of the Pollution of Rivers and Estuaries.. With 

!3 Lithographic Plates, Tables, and Illustrations in the Text. Medium 
vo, CloUi, 25/. 
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Medium 8vo, Handsome Cloth, 30s. 

BRIDGE-CONSTRUCTION 

(A PRACTICAL TREATISE ON) : 

Being a Text-Book on the Design and Gonstraction of 

Bridges in Iron and Steel. 

FOR THE USE OF STUDENTS, DRAUGHTSMEN, AND ENGINEERS. 

BY 

T. CLAXTON FIDLER, M. INST. C.E. 

Tmitb Viumerou6 TRIloo^cuta anb 17 Xltbogtapbic tlatce* 



The object of this book is to describe the modem practice of 
Bridge-Construction, and to set forth in the simplest language 
the mechanical principles and experimental facts on which it is 
based. The design and arrangement of the work have been 
dictated by a desire to render it as useful as possible, not 
only to Engineers or Draughtsmen who may be engaged in the 
work of Bridge-Calculations and Bridge-Construction, but also 
to Students. With this dbject, the earlier chapters of the work 
are devoted to a simple demonstration of those mechanical 
principles which must of necessity form the beginning of any 
study of the subject, and which are more fully developed and 
applied in later portions of the book. 



C<( 



' Should prove not only an indispensable Hand-book for the Practical Engineer, but also 
a stimulating Treatise to the Student of Mathematical Mechanics and Elasticity." — Nature, 

" One of the very best recent works on the Strength of Materials and its application 
to Bridge-Construction. . . . Well repays a careful study." — Engineering, 

'* As an exposition of the latest advances of the Science, we are glad to welcome this 
well-written Treatise." — A rchitect, 

"A Scientific Treatise of great merit, which cannot but prove useful." — Westminiier 
Review. 

^ "Mr. Fidler[s book is one which every Student of Mechanics ought to possess, and 
which merits, as it will receive, the appreciative attention of all practical men." — Scotsman, 



A full Prospectus of the above important work may be 
had on application to the Publishers^ 



i6 CHARLES QRIFFIN A CO:S PUBLICATIONS. 



GURDEN (Richard Lloyd, Authorised Surveyor 

for the GoTemments of New South Wales and Victoria) : 

TRAVERSE TABLES: computed to Four Places Decimals for every 
Minute of Angle up to lOO of Distance. For the use of Surveyors and 
Engineers. Second Edition, Folio, strongly half-bound, 21/. 

%* Published with Concurrence of the Surveyors- General for New South 
Wales and Victoria, 

*' Those who have experience in exact Susvby-work wQI best know how to appreciate 
the enormous amount of labour represented by this vsUuable book. The computations 
enable the user to ascertain the sines and cosines for a distance of twelve miles to within 
half an inch, and this by refrsencb to but Onb Table, in place of the usual Fifteen 
minute computations required. This alone is evidence of the assistance which the Tables 
ensure to every user, and as every Surveyor in active practice has felt the want of such 
assistance, few knowing of their publication will remam without them." — Engineer, 

" We cannot sufficiently admire the heroic patience of the author who, in order to 
prevent error, calculated each result by two different modes, and, before the work was 
mally placed in the Printers' hands, repeated the operation for a third time, on revising 
the proofs." — Engineering. 

JAMES (W. Powell, M.A.): 

FROM SOURCE TO SEA : or, Gleanings about Rivers from many 
Fields. A Chapter in Physical Geography. Cloth elegant, 3/6. 

" Excellent reading . . a book of popular science which deserves an extensive 
ctrculatiou." — Saturday Review, 

JAMIESON (Andrew, C.E., F.R.S.E., Professor 

of Engineering, Glasgow and West of Scotland Technical College) : 

STEAM AND THE STEAM ENGINE (A Text-Book on) : SpeciaUy 
arranged for the use of Science and Art, City and Guilds' of London 
Institute, and other Engineering Students. With 200 Illustrations and 
Four Folding-Plates. Fifth Edition, Crown 8vo. Cloth, 7/6. 

" The BEST BOOK yet published for the use of Students."— ^»/7wrr. 

" This is undoubtedly the most valuable and most complete hand-book of reference 
on the subject that now exists." — Marine Engineer, 

1. STEAM AND THE STEAM ENGINE (An Elementary Manual 
on), forming an introduction to the larger Work by the same Author. 
With numerous Illustrations and Examination Questions at the end of 
each Lecture. Second Edition, Crown 8vo. Cloth, 3/6. 

2. MAGNETISM AND ELECTRICITY (An Elementary Manual on). 
With numerous Illustrations and Examination Questions. Crown 8vo. 
Part I. — Magnetism, is. Part II. — Voltaic Electricity, is. 6d. Part III. — 
Frictional Electricity, is. 6d. Or complete in Cloth, 3s. 6d. 

3. APPLIED MECHANICS (An Elementary Manual on). With 
Diagrams and Examination Questions. Crown 8vo. 



SOIBirTIFIC AND TBGHNICAL W0BK8. if 

M'MILLAN (W. a, F.I.C, F.CS.), Chemist and 

Metallurgist to the Cossipore Foundry and Shell-Factory, Calcutta* 

ELECTROMETALLURGY (A Treatise on) : Embracing the AppU- 
cation of Electrol3rsis to the Plating, Depositing, Smelting, and Refining 
of various Metals, and to the Reproduction of Printing Surfaces and Art- 
Work, &c. With numerous Illustrations. Large Crown 8vo. Cloth, io/6. 

MUNRO (John, C. E.) and JAMIESON 

(Andrew, C.E., F.R.S.E.) : 

A POCKET-BOOK OF ELECTRICAL RULES AND TABLES, 
for the use of Electricians and Engineers. Pocket Size. Leather, 8/6, 
Sixth Edition^ revised and enlarged. With numerous Diagrams. 

*«* The Sixth Edition has been thoroughly Revised and Enlarged 
by about 120 pages and 60 new Figures. 

^** Wonderfully Perfect. . . . Worthy of the highest oommendatiott we can 
give it." — EUctrtcian. 

"The Sterling Value of Messrs. Munro and Jamibsom's Pockbt-Book."— 
Electrical Rrvieiv. 

MUNRO (R. D.). STEAM BOILERS: Their 

Defects, Management, and Construction. A Manual for all coacemed 
in the care of Steam Boilers, but written with a special view to the 
wants of Boiler-Attendants, Mill-Mechanics, and other Artisans With. 
Numerous Illustrations. Crown 8vo, Cloth 3/6. 

" The volume is a valuable companion for workmen and engineers engaged aboat 
Steam Boilers, and ought to be carefully studied, and always at handC *— C^/firry 
CuardioH. 

** The subjects referred to are handled in a trustworthy, clear, and practical manner. 
. .^ . The book is very ushfol, especially to steam users, artisan^ aod younc 
engineers." — Engineer. 

PHILLIPS (J. Arthur, F.R.S.,M. InsLC.E.,F.CS., 

F.G.S., Ancien Eleve de TEcole des Mines, Paris): 

ELEMENTS OF METALLURGY : a Practical Treatise on the Art 
of Extracting Metals from their Ores. With over 200 Illustrations, many 
of which have been reduced from Working Drawings, and two Folding- 
Plates. Royal 8vo, 848 pages, cloth, 36/. NEW EDITION by tke 
Authcr and Mr, H, Bauerman, F,G.S. 

General Contents. 

I. — A Treatise on Fuels and Refractory Materials. 
II.— A Description of the principal Minerals, with their DiSTRiBOTioir. 
III. — Statistics of the amount of each Metal annually produced througfaont die 

World. 
IV. — The Methods of Assaying the different Orbs, together with the Piocbssbs 
of Metallurgical Treatment. 

** * Elements of Metallurgy ' possesses intrinsic merits of the highest degree. Such a 
work is precisely ^i^ted by the great majority of students and practical worker^ and its 
very compactness is in itself a first-rate recommendation. ... In our opinion, the 
BEST work ever WRITTEN ON THE SUBJECT with a view to its practical treatment.*' — 
U^extfmuuter Review. 

" The VALUE OF THIS WORK IS ALMOST INESTIMABLE. There Can be no question dutt 
the amount of time and labour bestowed upon it is enormous. . . . There is oertainly 
00 Metallurgical Treatise in the language calculated to prove of such geneial udliqr. 
— MiningyoumaL 

MANY NOTABLE ADDITIONS 

WILL BE FOUND IN THE SECTIONS DEVOTED TO 

IRON, LEAD, COPPER, SILVER, AND GOLD. 

Deaiitig wiih New Proctses a$id DevetepmetU. 
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Demy 8vo, Handsome eloth, 18s, 

Physical Geology and 
Paleontology, 

OJV THE BASIS OF PHILLIPS. 

BY 

HARRY GOVIER SEELEY, F.R.S., 

PROPBSSOR OF GBOGRAPHY IN KING'S COLLBGB, LONDON. 

Wftb jf tontfaptece in Cbtomo^Xitbodtapbi?, Mb 5nudtcatfoii0«. 



** It is impossible to praise too highly the research which Professor Seeley*s 
* Physical Geology ^ evidences. It is far more than a Text- book — it is 
> Directory to the Student in prosecuting his researches." — Extract from the 

Presidential Address lo the Geological Society^ 1885, by Rev, Professor Bonney, 
p.Sc, LL,D., F,R.S. 

" Professor Seeley maintains in his * Physical Geology ' the high 
reputation he already deservedly bears as a Teacher. . . . It is difficulty 
in the space at our command, to do fitting justice to so lai^e a work. . . ' . 
The final chapters, which are replete with interest, deal with the Biological 
aspect of Palaeontology. Here we find discussed the origin, the extinction, 
succession, migration, persistence, distribution, relation, and variation of species 
—with other considerations, such as the Identification of Strata by Fossils^ 
Homotaxis, Local Faunas, Natural History Provinces, and the relation of 
Living to Extinct forms." — Dr, Henry Woodward^ F,R,S,y in the " Geological 
Magazine,^'* 

** A deeply interesting volume, dealing with Physical Geology as a whole» 
and also presenting us with an animated summary of the leading doctrines and 
facts of Palaeontology, as looked at from a modem standpoint." — Scotsman, 

" Professor Seeley's work includes one of the most satisfactory Treatises 
on Lithology in the English language. ... So much that is not accessible 
in other works is presented in this volume, that no Student of Geology can 
afford to be without it." — American Journal of Engineering, 

" Geology from the point of view of Evolution." — Westminster Review, 

** Professor Seeley's Physical Geology is full of instructive matter, 
whilst the philosophical spirit which it displays will charm many a reader. 
From early days the author gave evidence of a powerful and eminently original 
genius. No one has shown more convincingly than the author that, in all 
ways, the past contains within itself the interpretation of the existing world." — 
Annals of Neural History, 
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Demy 8vo, Handsome cloth, 34s> 

Stratigraphical Geology 
AND Paleontology, 

ON 

THE BASIS OF PHILLIPS. 

BY 

ROBERT ETHERIDGE, F.R.S., 

OF THB NATURAL HIST. DEPARTMENT, BRITISH MUSEUM, LATE PALEONTOLOGIST TO THB 
GEOLOGICAL SURVEY OP GREAT BRITAIN, PAST PRESIDENT OF THB 

GBOIjOGICAL SOCIETY, BTC 

MXXh Aap, flumetoua zrable6, and XTbttt^^^ais |Mate0« 



"In 1854 Prof. John Morris published the Second Edition of his * Catalogue 
of British Fossils,' then numbering 1,280 genera and 4,000 species. Since 
that date 3,000 genera and neariy 12,000 new species have been described, 
thus bringing up the muster-roll of extinct life in the British Islands alone to 
3,680 genera and 16,000 known and described species. 

"Numerous TABLES of ORGANIC REMAINS have been prepared and 
brought down to 1884, embracing the accumulated wealth of the labours of 
past and present investigators during the last thirty years. Eleven of 'these 
Tables contain every known British genus, zoologically or systematically placed, 
with the number of species in each, showing their broad distribution through 
time. The remaining 105 Tables are devoted to the analysis, relation, 
historical value, and distribution of specific life through each group of strata. 
These tabular deductions, as well as the Palseontological Analyses through the 
text, are, for the first time, fully prepared for English students. " — Extract from 
Author's Preface, 



* 



» 



Prospectus ^/>5^ above important work— perhaps the most elaborate of 
its kind ever written^ and one calculated to give a new strength to the study 
of Geology in Bf itain — may be had on application to the Publishers, 



It is not too much to say that the work will be found to ocoupy a place 
entirely ita own, and will become an Indiapenaable guide to every British 
Geologist. 

'* No such compendium of geological knowledge has ever been brought together before." — 
Westminster Review, 

" If Prop. Srelev's volume was remarkable for its originality and the breadth of its views, 
Mr. Ethrridgr fully justifies the assertion made in his preface that his book differs in con- 
struction and detail from any known manual. . . . Must take high rank among works 
OP KBrKRSX{CE,"—4^themeum. 
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SCIENTrBTO MANUALS 

BY 

W. J. MACQUORN RANKINE, C.E., LLD., F.R.S., 

hate Regius Professor of Civil Engineering in the University of Glasgow. 

Thoroughly Revised by W. J. MILLAR, C.E., 

Secretary to the Institute of Engineers and Shipbuilders in Scotland. 

In Crown 8vo. Cloth. 



I. RANKINE (Prof.): APPLIED MECHANICS: 

comprising the Principles of Statics and Cinematics, and Theory of Struc- 
tures, Mechanism, and Machines. With numerous Diagrams. 7\uel/tk 
Edition, 12/6. 

" Cannot fail to be adopted as a text-book. . . . The whole of the information is so 
admirably arranged that there is every facility for reference." — Mining youmaL 

IL RANKINE (Prof.): CIVIL ENGINEERING: 

comprising Engineering Surveys, Earthwork, Foundations, Masonry, 
Carpentry, Metal-work, Roads, Railways, Canals, Rivers, Water-worlcs, 
Harbours, &c. With numerous Tables and Illustrations. Seventemih 
Edition, 16/. 

" Far surpasses in merit every existing work of the kind. As a manual for the hands 
4>f the professional Ciyii Engineer it is sufficient and unrivalled, and even when we say 
this, we fall short of that high appreciation of Dr. Rankine's labours which we should 
like to express."— T'A^ Engineer, 

in. RANKINE (Prof.): MACHINERY AND 

MILLWORK: comprising the Geometry, Motions, Work,- Strength, 
Construction, and Objects of Machines, &c. Illustrated with nearly 300 
Woodcuts. Sixth Edition, 12/6. 

" Professor Rankine's ' Manusil of Machinery and Millwork ' fully maintains the high 
reputation which he enjoys as a scientific author ; higher praise it is difficult to award to 
any book. It cannot fail to be a lantern to the feet of every engineer. ' — The Engi$$eer. 

IV. RANKINE (Prof.): THE STEAM EN- 

GINE and OTHER PRIME MOVERS. With Diagram of the 
Mechanical Properties of Steam, Folding- Plates, numerous Tables and 
Illustrations. Twelfth Edition, 12/6. 

V. RANKINE (Prof.): USEFUL RULES and 

TABLES for Engineers and others. With Appendix : Tables, Tests, 
and FoRMULiG for the use of Electrical Engineers; comprising 
Submarine Electrical Engineering, Electric Lighting, and Transmission 
of Power. By Andrew Jamieson,C.E.,F.R.S.E. Seventh Edition,iol6, 

"Undoubtedly the most useful collection of engineering data hitherto produced."— 
Mining Journal, 

" Every Electrician will consult it with proRt.'*— Engineering. 

VI. RANKINE (Prof.): A MECHANICAL 

TEXT-BOOK, by Prof. Macquorn Rankine and E. F. Bambkr, 
C.E. With numerous Illustrations. Third Edition, g/. 

" The work, as a whole, is very complete, and likely to prove invaluable for furnishing 
a useful and reliable outline of the subjects treated of. *— Mining youmaL 
%* Thb Mbchanical Text-Book forms a simple introduction to Propbssor Ramkuui^s 
Series of Manuals on Engineering and Mechanics. 
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Prof. Rankine's WoKKS^{Conftftu^, 

VII. RANKINE (Prof.): MISCELLANEOUS 

SCIEl^TIFIC PAPERS. Royal 8vo. Cloth, 31/6. 

Part I. Papers relating to Temperature, Elasticity, and Expansion of 
Vapours, Liquids, and Solids. Part II. Papers on Energy and its Trans- 
formations. Part III. Papers on Wave- Forms, Propulsion of Vessels, &a 

With Memoir by Professor Tait, M. A. Edited by W. J. Millar, C.E. 
With fine Portrait on Steel, Plates, and Diagrams. 



4t 



No more enduring Memorial of Professor Rankine could be devised than the publica- 
tion of these papers m an accessible form. . . . The Collection is most valuable on 
account of the nature of his discoveries, and the beauty and completeness of his analysis. 
. . . The Volume exceeds in importance any work in the same department published 
in our time." — Architect, 



By SIE EDWAED EEED. 

Royal 8vo, Handsome Cloth, 258. 

THE STABILITY OF SHIPS. 

BY 

SIR EDWARD J. REED, K.C.B., F.R.S., M.P., 

KNIGHT OP THB IMPERIAL ORDERS OF ST. STANILAUS OF RUSSIA; FRANCIS JOSEPH OW 
AUSTRIA ; MEDJIDIB OF TURKEY ; AND RISING SUN OF JAPAN ; VICE- 
PRESIDENT OF THB INSTITUTION OF NAVAL ARCHITECTS. 

fVitA numerous ^lustrations and Tables, 

This work has been written for the purpose of placing in the hands of Naval Constructors, 
Shipbuilders, Officers of the Royal and Kfercantfle Marines^ and all Students of Naval Science, 
a complete Treatise upon the Stability of Ships, and is the only woxk in the English 
Language dealing exhaustively with the subject. 

The plan upon which it has been designed is that of deriving the fundamental principles 
and definitions from the most elementary forms of floating bodies, so that they may be 
clearly understood without the aid of mathematics ; advancing thence to all the higher and 
more mathematical developments of the subject. 

The work also embodies a very full account of the historical rise and progress of the 
Stability question, setting forth the results of the labours of Bouguer, Bernoulli, Don 
Juan d'Ulloa, £uler. Chapman, and Romme, together with those of our own Coimtiymen, 
Atwood, Moseley, and a number of others. 

The mcdem developments of the subject, both home and forei^, are likewise treated 
with much fulness, and brought down to the very latest date, so as to include the labours not 
only of Da kg NIBS, Rebch (whose famous Memoire^ hitherto a sealed book to the majority 
of English naval architects, has been reproduced in the present work), Risbec, Ferranty, 
DupiN, GuYou, and Daymard, in France, but also those of Rankine, Woollby, Elgar* 
John, White, Gray, Denny, Inglis, and Benjamin, in Great Britain. 

In order to render the work complete for the purposes of the Shipbuilder, whether at 
home or abroad, the Methods of Calculation introduced by Mr. F. K. Barnes, Mr. Gray, 
M. Rebch, M. Daymard, and Mr. Benjamin, are all given separateljr* illustrated by 
Tables and worked-out examples. The book contains more than 200 Diagrams, and is 
illustrated by a large number of actual cases, derived from ships of all descriptions, but 
especially from ships of the Mercantile Marine. 

The work will thus be found to constitute the most comprehensive and exhaustive Treatise 
hitherto presented to the Profession on the Science of the Stability of Ships. 

" Sir Edward Reed's ' Stability of Ships ' is invaluable. In it the Student, new 
to the subject, will find the path prepared for him, and all difficulties explained with the 
utmost care and accuracy ; the Ship-draughtsman will find all the methods of calculation at 
present in use fully explained and illustrated,^ and^ accompanied by the Tables and Forms 
employed ; the Shipowner will find the variations in the Stability of Ships due to difTerences 
in forms and dimensions fully discussed, and the devices by which the state of his ships under 
all conditions may be graphically represented and easily understood ; the Naval Architect 
will find brought together and ready to his hand, a mass of information which he would other- 
wise have to seek in an almost endless variety of publications, and some of which he would 
fwssibly not be able to obtain at all elsewhere.'*— tS/ram^At^. 
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Medium 8vo, Handsome cloth, 268. 

HYDRAULIC POWER 



AND 



HYDRAULIC MACHINERY. 



BY 



HENRY ROBINSON, M. Inst. C.E., F.G.S., 

FBLLOW OP king's COLLBGB, LONDON ; PROP. OP SURVEYING AND CIVIL BNGINBERING^ 

king's collbgb, etc., etc. 

TPQlftb numeroua TKIloodcut6t an^ 43 Xitbo. |Matc0* 



Gknkral Contents. 



The Flow of Water under Pressure, 

General Observations. 

Waterwheels. 

Turbines 

Centrifugal Pumps. 

Water pressure Pumps, 

The Accumulator. 

Hydraulic Pumping-Engine. 

Three-Cylinder Engines and 

Capstans. 
Motors with Variable Power. 
Hydraulic Presses and Lifts. 
Moveable Jigger Hoist, 
Hydraulic Waggon Drop. 
The Flow of Solids. 
Shop Tools. 
Cranes. 

Hydraulic Power applied to Bridges, 
Dock-Gate Machinery. 



Hydraulic Coal-discharging 

Machines. 
Hydraulic Machinery on board 

Ship. 
Hydraulic Pile Driver. 
Hydraulic Excavator. 
Hydraulic Drill. 
Hydraulic Brake. 
Hydraulic Gun- Carriages. 
Jets. 

Hydraulic Ram. 
Packing. 

Power Co-operation. 
Cost of Hydraulic Power. 
Tapping Pressure Mains. 
Meters. 

Waste Water Meter. 
Pressure Reducing Valves. 
Pressure Regulator, 



"A Book of great Professional Usefulness." — Iron, 

A full Prospectus of the above important work — giving a description of the 
Plates — ^may be had on application to the Publishers. 
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ROBERTS-AUSTEN (W. C, F.R.S., Professor 

of Metallurgy, Normal School of Science and Royal School of Mines; 
Chemist and Assayer to the Royal Mint, &c). 

METALLURGY (An Introduction to the Study of). With numerous 
Tables and Illustrations. Large Crown 8vo. Cloth. 

SCHWACKHOFER and BROWNE: 

FUEL AND WATER : A Manual for Users of Steam and Water. 
By Prof. FRANZ SCHWACKHOFER of Vienna, and WALTER 
R. BROWNE, M.A., C.E., late Fellow of Trinity College, Cambridge. 
Demy 8vo, with Numerous Illustrations, 9/. 

"The Section on Heat is one of the best and most lucid ever ■wntten^—Engifutr. 
" Contains a vast amount of useful knowledge. . . . Cannot fail to be Suable tp 



thousands compelled to use steam power." — Railway Engineer. 
" Its practical utility is beyond question." — Mining Journal. 
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SEATON (A. E., Lecturer on Marine Engineering 

at the Royal Naval College, Greenwich, and Member of the Institute of 
Naval Architects) : 

A MANUAL OF MARINE ENGINEERING ; Comprising the 
Designing, Construction, and Working of Marine Machinery. With 
numerous Illustrations. Ninth Edition^ revised and in part rewritten. 
Demy 8vo. Cloth, 18/. 



Opinions of the Press. 

" The important subject of Marine Engineering is here treated with the thoroughness 
that it requires. No department has escaped attention. . . . • Gives the results of 
much dose study and practical •^Q'Ai.**— Engineering. 

" By far the best Manual in existence. . , . Gives a complete account of the 
methods of solving, with the utmost possible economy, the problems before the Marine 
Engineer." — A tkenautn. 

" In the three-fold capacity of enabling a Student to learn how to design, construct, 
and work a modem Marine Steam-Engine, Mr. Seaton's Manual has no rival." — Times. 

" The Student, Draughtsman, and Engineer will find this work the most valuable 
Handbook of Reference on the Marine Engine now in existence."— ^arrW Ef^gineer. 

SHELTON-BEY (W. Vincent, Foreman to the 

Imperial Ottoman Gun Factories, Constantinople) : 

THE MECHANIC'S GUIDE : A Hand-Book for Engineers and 
Artizans. With Copious Tables and Valuable Recipes for Practical Use, 
Illustrated, Second Edition. Crown 8vo. Cloth, 7/6. 

" The Mechanic's Guidb will answer its purpose as completely as a yrholt ^series of 
elaborate text'hQ6ks."^Mining Journal. 
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TRAILL (Thomas W., F.E.R.N., M.InstC.E., 

Engineer- Surveyor-in-Chief to the Board of Trade): 

BOILERS: THEIR CONSTRUCTION AND STRENGTH. A 
Handbook of Rules, Formulae, and Tables for the Construction of Boilers; 
Safety- Valves ; Material for Boilers ; Tables of Areas, &c. Arranged 
for the Use of Steam- Users. Second Edition , Revised and Enlarged. 
Pocket-Size, Leather, 12s.; also for Office-Use, Cloth, 12s. 

%* In the New Tssue the subject matter has been considerably extended ; Tables 
have been added for Pressures up to aoo lb. per square inch, and some of the Tables 
have been altered, besides which iiew ones and other matter have been introduced, 
which have been specially prepared and computed for the Second Edition. 

"Contains an enormous quantity of information — to be had nowhere else— arranged 
in a very convenient form. It is admirably printed, and reflects c. edit on the Publishers." 
MngtMeer, 

*' Will prove a welcome and valuable addition to the literature of the subject ,• • • 
We oui strongly recommend Mr. Traill's book as being the most complete, eminently 
practical, and most recent work on Boilers." — Marine Engineer. 

" Will prove imvaluablb to the Engineer and Practical Boiler-maker."— /'m^/ftro/ 
Engineer, 



WRIGHT (C. R. ALDER, D.Sc, F.R.S., Lee 

turer on Chemistry and Physics in St. Mary's Hospital Medical School). 

THE THRESHOLD OF SCIENCE: Simple and Amusing Experi- 
ments illustrating some of the Chief Physical and Chemical Properties of 
Surrounding Objects and the Effect upon them of Light and Heat. With 
very numerous Illustrations. Large Crown 8vo, Handsome Cloth, 6/. ; 
also Presentation Edition, gilt and gilt edges, 7/6. 

*^j* In this work the object aimed at is to provide a kind of " Play book, '* 
which in addition to affording the means of amusement, shall also to some 
extent tend in the direction of the course of mental education advocated 
by the British Association Committee ; so that whilst the young philosopher 
finds pastime and entertainment in constructing simple apparatus and 
preparing elementary experiments, he may at the same time be led to 
observe correctly what happens, to draw inferences, and make deductions 
therefrom. 



YEAR-BOOK OF THE SCIENTIFIC AND 

LEARNED SOCIETIES OF GREAT BRITAIN AND IRELAND. 
Compiled from Official Sources, and giving, besides other necessary 
Official Information, Complete Lists of the PAPERS read during 1889 
before all the leading Societies in every Department of Science throughout 
the Kingdom. Seventh Annual Issue, Cloth, 7/6, 

" It goes almost without saying that a handbook of this subject would be in time one 
of THE MOST GEN'BRALLY USEFUL WORKS for the library or the desk." — Times, 

"As A Book OF Reference WE HAVE ever found it trustworthy. The value 
of the Lists of Papers can hardly be overrated.'*— Zamr^/L 



* • 
* 



Copies of the previous Issues from 1S84 may still he had. 
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*♦* Specimen Copies of all the Educational Works published by Messrs, 
Charles Griffin and Company may be seen at the Libraries of the College of 
Preceptors^ South Kensington Museum, and Crystal Palace; also at the dep6ts 
of the Chief Educational Societies. 



BRYCE (Archibald Hamilton, D.C.L., LL.D., 

Senior Classical Moderator in the University of Dublin) : 

THE WORKS OF VIRGIL. Text from Heyne and Wagnek. 
English Notes, original, and selected from the leading German and 
English Commentators. Illustrations from the antique. Complete in 
One Volume. Fourteenth Edition, Fcap 8vo. Cloth, 6/« 

Or, in Three Parts : 

Part I. Bucolics and Georgics, . . 2/6, 

Part II. The ^Eneid, Books I.-VI., . 2/6. 

Part III. The ^neid. Books VII.-XII., . 2/6. 

" Contains the pith of what has been written by the best scholars on the subject. 
• . . The notes comprise everything that the student can want." — Athenttufn. 

" The most complete, as well as elegant and correct edition of Virgil ever published io 
this country." — Educatioftai Times. 

"The best commentary on Virgil which a student can o\>talnJ*—Scoisnia$t» 

COBBETT (William): ENGLISH GRAMMAR, 

in a Series of Letters, intended for the use of Schools and Young Persons 
in general. With an additional chapter on Pronunciation, by the Author's 
Son, Tames Paul Cobbett. 7 he only correct aftd authorised Edition^ 
Fcap 8vo. Cloth, 1/6. 

''A new and cheapened edition of that most excellent of all English Grammars^ 
William Cobbett's. It contains new copyright matter, as well as includes the equally 
amusing and instructive * Six Lessons intended to prevent Statesmen from writing in ai> 
awkward manner.'" — Atlas, 

COBBETT (William): FRENCH GRAMMAR. 

Fifteenth Edition, Fcap 8vo. Cloth, 3/6. 

"Cobbett's 'French Grammar ' comes out with perennial freshness. There are few 
grammars CQU^ to it for those who are learning, or desirous of learning, French without 
a teacher. The work is excellently arranged, and in the present edition we note certain 
careful and wise revisions of the text." — School Board Chronicle, 

" Business men commencing the study of French will find this treatise one of the best 
aids. ... It is largely used on the Continent." — Midland Counties Herald, 

COBBIN'S MANGNALL: MANGNALL'S 

HISTORICAL AND MISCELLANEOUS QUESTIONS, for the use 
of Young People. By RiCHMAL Mangnall. Greatly enlarged and 
corrected, and continued to the present time, by Ingram Cobbin, M.Ai 
F^'fourth Thousand. New IlhtstrcUed Edition, i2mo. Clotb» 4/, 
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COLERIDGE (Samuel Taylor): A DISSER- 

TATION ON THE SCIENCE OF METHOD. {Encycloptxdia 
Metropoliiana,) With a Synopsis. Ninth Edition. Cr, 8vo, Cloth, 2/, 

CRAIK'S ENGLISH LITERATURE. 
A COMPENDIOUS HISTORY OF 

ENGLISH LITERATURE AND OF THE ENGLISH LANGUAGE 
FROM THE NORMAN CONQUEST. With numerous Specimens, 
^y George Lillie Craik, LL.D., late Professor of History and 
English Literature, Queen*s College, Belfast. New Edition. In two 
^ols. Royal 8vo. Handsomely bound in cloth, 25/. 

GENERAL CONTENTS. 

Introductory. 
I.— The Norman Period — ^The Conquest 
XL— Second English— Commonly called Semi-Saxon. 
III. — Third English — Mixed, or Compound English. 
IV. — Middle and Latter Part of the Seventeenth Century. 
V. — The Century between the English Revolution and 

THE French Revolution. 
VI. — ^The Latter Part of the Eighteenth Century. 
VII. — The Nineteenth Century (a) The Last Age of the 

Georges. 
(b) The Victorlan Age. 

With numerous Excerpts and Specimens of Style. 

"Anyone who will take the trouble to ascertain the fact, will find how completely 
even our great poets and other writers of the last generation have already faded firom the 
view of the present, with the most numerous class of the educated and reading public. 
Scarcely anything is generally read except the publications of the day. Yet nothing 

IS MORE CERTAIN THAN THAT NO TRUE CULTIVATION CAN BE SO ACQUIRED. This IS 

the extreme case of that entire ignorance of history which has been affirmed, not with 
more point than truth, to leave a person always a child. . . . The present work 
combines the HiStory of the Literature with the History of the Languack. 
The scheme of the course and revolutions of the language which is followed here is 
extremely simple, and resting not upon arbitrary, but upon natural or rtaX distinctions, 
gives us the only view of the subject that can claim to be regarded as of a scientific 
character." — Extract from the Author i Preface. 

" Professor Craik has succeeded in making a book more than usually agreeable."— 
The Times- 

CRAIK (Prof.) : A MANUAL OF ENGLISH 

LITERATURE, for the use of Colleges, Schools, and Civil Service 
Examinations. Selected from the larger work, by Dr. Craik. Tenth 
Edition. With an Additional Section on Recent Literature, by Henry 
Craik, M. A., Author of " A Life of Swift" Ciown 8vo. Cloth, 7/6. 

"A Manual of English Literature from so experienced and well-read a scholar as 
Professor Craik needs no other recommendation than the mention of its existence."— 
Spectator, 

" This augmented effort will, we doubt not, be received with decided approbation 
by those who are entitled to judge, and studied with much profit by those who want 
to learn. ... If our young readers will give healthy perusal to Dr. Craik's wotk, 
they will greatly benefit by the wide and sound views he has placed before them."— 
Atnenaum. 

" The preparation of the New Issitb has been entrusted to Mr. Hbnry Craik, 
Secretary to the Scotch Education Department, and well known in literary circles 
as the author of the latest and best Life of Switt. ... A Series of Test Questions 
is added, which must prove of great service to Students studying akne.'*-HtriSus(voir 
Herald, 
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WORKS BY REV. C. T. CRUTTWELL, M.A, 

Late Fellow of Merton College, Oxford. 

I.— A HISTORY OF ROMAN LITERA- 

TURE : From the Earliest Period to the Times of the Antonines. Fouri^ 
Edition. Crown 8vo. Cloth, 8/6. 

" Mr. Cruttwbll has done a real service to all Students of the Latin Language and 
Literature. . . . Full of good scholarship and good criticism."— y4/A^A<rMm. 

"A most serviceable— indeed, indispensable — guide for the Student. . . • The 
'general reader' will be both charmed and instructed." — Saturday Review. 

** The Author undertakes to make Latin Literature interesting, and he has succeeded. 
There is not a dull page in the volume." — Academy. 

** The great merit of the work is its fulness and MXMmcy.**— Guardian. 

*' This elaborate and careful work, in every resjpect of high merit. Nothing at all 
equal to it has hitherto been published in England. — British Quarterly Review. 

Companion Volume, Second Edition, 

II.— SPECIMENS OF ROMAN LITERA- 

TURE : From the Earliest Period to the Times of the Antonines. Passages 
from the Works of Latin Authors, Prose Writers, and Poets : 

Part I. — Roman Thought: Religion, Philosophy and Science^ 

Art and Letters, 6/. 
Part II. — Roman Style: Descriptive, Rhetorical, and Humorous 
Passages, 5/. 

Or in One Volume complete, 10/6. 
Edited by C. T. Cruttwell, M.A., Merton College, Oxford; and 
Peake Banton, M.A., some time Scholar of Jesus College, Oxford. 

" ' Specimens of Roman Literature ' marks a new era in the study of Latin."— 
English Churchman, 

"A work which is not only useful but necessary. . . . The plan gives it a standings 
ground of its own. . . . The sound judgment exercised in plan and selection calls 
for hearty commendation." — Saturday Heview. 

"It is hard to conceive a completer or handier repertory of specimens of Ladn 
thought and style." — Contemporary Review. 

*,* KEY to Part II., Period II. (being a complete Translation 
of the 85 Passages composing the Section), by Thos, Johnston, M.A., 
may now be had (by Tutors and Schoolmasters only) on application 
to the Publishers. Price 2/6. 

III.— A HISTORY OF EARLY CHRISTIAN 

LITERATURE. For the use of Students and General Readers. 8vo, 
Handsome Cloth. [/» Preparation^ 



C U R R I E (Joseph, formerly Head Classical 

Master of Glasgow Academy) : 

THE WORKS OF HORACE: Text from Orellius. En^ish 
Notes, original, and selected from the best Commentators. Illustrations 
from the antique. Complete in One Volume. Fcap 8vo. Cloth, 5/. 
Or in Two Parts : 

Part I.— Carmina, • . . • . 3/. 
Part II. — Satires and Epistles, . . 3/. 

"The notes are excellent and exhaustive." — Quarterly Journal of Education, 

— EXTRACTS FROM CESAR'S COM- 

MENTARIES ; containing his description of Gaul, Britain, and Germany. 
With Notes, Vocabulary, &c. Adapted for Young Scholars. 'Fourth 
Edition. l8mo. Cloth, 1/6. 
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DOERING (E.) AND GRAEME (E.) : 

HELLAS : AN INTRODUCTION TO GREEK ANTIQUITIES, 
comprising the Geography, Religion, and Myths, History, Art, and 
Culture of Old Greece. On the basis of the German work by E. 
Doering, with additions by Elliott Graeme. In large 8vo» with Map 
and Illustrations. 

Part L^The Land aad the People: the Religion and Myths of Old 
Greece. 

%* In the Eng:fish version of Mr. Doerinff*s work, the simple and interesting style of 
the original — ^written for young Students— has been retained ; but, throughout, such 
additions and emendations have been made, as render the work suitable for more 
advanced Students, and for all who desire to obtain, within moderate compass, more 
than a superficial acquaintance with the great People whose genius and culture have so 
laively influenced our own. The results of the latest researches by Dr. SciiX.iKMANK, 
MM. FouQUE, Carapanos, and others, are incorporated. 

D'ORSEY (Rev. Alex. J. D., B.D., Corpus 

Christi Coll., Cambridge, Lecturer at King's College, London) : 

SPELLING BY DICTATION: Progressive Exercises in English 
Orthography, for Schools and Civil Service Examinations. SixteeiUh 
Thousand. i8mo. Cloth, i/. 

FLEMING (William, D.D., late Professor of 

Moral Philosophy in the University of Glasgow) : 

THE VOCABULARY OF PHILOSOPHY: Psychological, 
Ethical, and Metaphysical. With Quotations and References for the 
Use of Students. Revised and Edited by Henry Calderwood/ LL.D., 
Professor of Moral Philosophy in the University of Edinbuxgh. Fourth 
EditUm^ enlarged. Crown 8vo. Cloth, io/6. 

" The additions by the Editor bear in their clear, concise, yifforous expvesaon, the 
stamp of his powerful intellect, and thorough command of our unguage. More than 
ever, the work is now likely to have a prolonged and^ useful existence, and to fitcilitate 
the researches of those entering upon philosoimic studies." — Weekly Revirur. 

JEVONS (Frank B., M.A., University of Durham, 

sometime Scholar of Wadham College, Oxford) : 

A HISTORY OF GREEK LITERATURE, from the Earliest Times 
to the Death of Demosthenes. Second Edition. Crown 8vo. Cloth, 8/6. 

" It is beyond all question the best history of Greek literatiu« that has hitherto 
been published." — Spectator. 

"An admirable text-book.** — Wesiminster "Review. 

'* Mr. Jevons' work supplies a real want."— Contemporary Review. 

"Mr. Jevons* woric is distinguished by the Author's thorough acquaintancb with 

THB OLD WRITERS, and his DISCRIMINATING USB of the MODERN LITERATURE bearing 

upon the subject. . . . His great merit lies in his excellent exposition of the 
POLITICAL AND SOCIAL CAUSES conccmed in the development of the Literature of Greece.** 
— Berlin Philologische Wochensckrift. 

'* As a Text-Book, Mr. Jevons* work from its excellence deserves to sbrvb as a 
UOOKu'^—Deutscke LUteratunteiitmg. 



AND DR. O. SCHRADER: 



THE PREHISTORIC ANTIQUITIES OF THE ARYAN 
PEOPLES (See p. 30). 
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McBURNEY (Isaiah, LL.D.,) : EXTRACTS 

FROM OVID'S METAMORPHOSES. With Notes, VocabuUry, &c 
Adapted for Young Scholars. Third Edition, i&no. Cloth, 1/6. 

MENTAL SCIENCE: S. T. COLERIDGE'S 

celebrated Essay on METHOD ; Archbishop Whately's Treatises on 
Logic and Rhetoric. Tenth Edition. Crown 8vo. Cloth, 5/. 

MILLER (W. Galbraith, M.A., LL.B., Lecturer 

on Public Law, including Jurisprudence and International Law, in the 
University of Glasgow) : 

THE PHILOSOPHY OF LAW, LECTURES ON. Designed 
mainly as an Introduction to the Study of International Law. In Svo. ' 
Handsome Cloth, 12/. Now Recuty, 

"Mr. Miller's 'Philosophy op Law' bears upon it the stamp of a wide culture 
and of an easy acquaintanceship with what is best m modern continental speculation. 
• . • Interestingand valuable, because suggestive/'— y<?»fwa/e/^7*''^K^^'^v<^^^^ 



> WORKS BY WILLIAM RAMSAY, MA, 

Trinity College, Cambridge, late Professor of Humanity in the University of Glasgow. 



A MANUAL OF ROMAN ANTIQUITIES. 

For the use of Advanced Students. With Map, 130 Engravings, and very 
copious Index. Fourteenth Edition. Crown 8vo. Cloth, 8/6. 

" Comprises all the results of modem improved scholarship within a moderate com- 
pass, "—.k thetuettm. 



AN ELEMENTARY MANUAL OF 

ROMAN ANTIQUITIES. Adapted for Junior Cla.«5ses. With numerous 
Illustrations^ Eighth Edition. Crown 8vo. Cloth, 4/. 

A MANUAL OF LATIN PROSODY, 

Illustrated by Copious Examples and Critical Remarks. For the use 
of Advanced Students. Seventh Edition. Crown 8vo, Cloth, 5/. 
" There is no other work on the subject worthy to compete with it* — Athetueum. 

AN ELEMENTARY MANUAL OF 

LATIN PROSODY. Adapted for Junior CUssm. Cmmftro. Cloth, 21. 
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THE SCHOOL BOARD READERS : 

A Series of Standard Reading-Books. 

EDITED BY A FORMER H.M. INSPECTOR OF SCHOOLS. 

Adopted by many School Boards throughout the Country, 

Standard III., • . 9d. 

„ IV., . IS. od. 



Elementary Reader, Part I., id. 

f» >> i> Il«» 2u. 

Standard I., . . . 4d. 

,, II., . . • 6d. 

Key to the Questions in Arithmetic in 2 Parts, each 6d. 

"The Books generally are very much what we should desire." — Times, 
** The Series is decidedly one of the best that have yet appeared." — AthefU9un§m 



,, * *9 * * IS. OCX. 

,, VI., , , 2s. od. 



THE SCHOOL BOARD MANUALS 

On the Specific Subjects of the Revised Code, 

BY A FORMER H.M. INSPECTOR OF SCHOOLS^ 

Editor of the " School Board Readers,** 

64 pages, stiff wrapper. 6d. ; neat cloth, ^d, each. 

L—ALGEBRA. V.— ANIMAL PHYSIOLOGY. (WeH 

II.— ENGLISH HISTORY. Illustrated with good Engravings.) 

III.- GEOGRAPHY. VI.— BIBLE HISTORY. (Entirely free 

IV.— PHYSICAL GEOGRAPHY. from any Denominational bias.) 



SCHRADER (Dr. O.) and JEVONS (F. B., M.A.): 

THE PREHISTORIC ANTIQUITIES OF THE ARYAN 
PEOPLES: Translated from the Second German Edition by 
F. B. Jevons, M.A., author of **-4 History of Greek Literature** Demy 
8vo. Handsome cloth, gilt top, 21/. 

%* The Publishers have pleasure in announcing that to the English Translation of 
Dr. Schradei's well-known Sfimckvergleichung und Urgeschichte " — a work which 
commends itself alike to the Scholar by its thoroughness and the moderation of its tone, 
and to the General Reader by its clear and interesting style— an Introduction is 
furnished by the Author. 

SENIOR (Nassau William, M.A., late Professor 

of Political Economy in the University of Oxford): 

A TREATISE ON POLITICAL ECONOMY : the Science which 
treats of the Nature, the Production, and the Distribution of Wealth, 
Sixth Edition, Crown 8vo. Cloth. {Encyclopedia Metropolitana), 4/. 

THOMSON (James): THE SEASONS. With 

an Introduction and Notes by Robert Bell, Editor of the "Annotated 
Series of British Poets." 7hird Edition, Fcap 8vo. Cloth, 1/6. 
"An admirable introduction to the study of our English classics." 

WHATELY (Archbishop): LOGIC— A Treatise 

on. With Synopsis and Index. {Encyclopcedia Metropolitana)^ 3/. 

RHETORIC— A Treatise on. With 



Synopsis and Index. (Encyclopcedia Metropolitana), 3/6. 
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WORKS IN GENERAL LITERATURE. 



BELL (Robert, Editor of the "Annotated Series of 

British Poets ") : 

GOLDEN LEAVES FROM THE WORKS OF THE POETS 
AND PAINTERS. Illustrated by Sixty-four superb Engravings on 
Steel, after Paintings by David Roberts, Stanfield, Leslie, Sto- 
THARD, Haydon, Cattermole, Nasmyth, Sir Thomas Lawrence, 
and many others, and engraved in the first style of Art by Fin DEN, 
Greatbach, LiGHTFOOT, &c. Second Edition, 4to. Cloth gilt, 21/. 

" ' Golden Leaves' is by far the most important book of the season. The Illustrations 
are really works of art, and the volume does credit to the arts of England." — Saturday 
Review, 

"The Poems are selected with taste and judgment."— Tywr/x. 

"The engravings are from drawings by Stothard, Newton, Danby, Leslie, and 
Turner, and it is needless to say how charming are many of the above here given. "^ 
Athetueum, 



THE WORKS OF WILLIAM COBBETT. 
THE ONLY AUTHORtSED EDITIONS. 

COBBETT (William) : ADVICE TO YOUNG 

Men and (incidentally) to Young Women, in the Middle and Higher 
Ranks of Life. In a Series of Letters addressed to a Youth, a Bachelor, 
a Lover, a Husband, a Father, a Citizen, and a Subject. New Edition, 
IVith admirable Portrait on Steel, Fcap 8vo. Cloth, 2/6. 

"Cobbett's great qualities were immense vigour, resource, energy, and courage, 
joined to a force of understanding, a degree of logical power, and above all a force of 
expression, which have rarely been equalled. . . . He was the most English of 
Englishmen."— ^a/»n/ay Review, 

"With all his faults, Cobbett's style is a continual refreshment to the lover of 
' English undefiled.' ''—PaU Mall Gazette. 

COTTAGE ECONOMY: Containing 

information relative to the Brewing of Beer, Making of Bread, Keeping of 
Cows, Pigs, Bees, Poultry, &c. ; and relative to other matters deemed 
nseful in conducting the affairs of a Poor Man's Family. Eighteenth 
Edition^ revised by Sie Author's Son. Fcap 8vo. Cloth, 2/6. 
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William Cobbett's Works — (Continued), 

COBBETT(Wm.): EDUCATIONAL WORKS. 

(See page 25.) 

A LEGACY TO LABOURERS: An 

Argument showing the Right of the Poor to Relief from the Land. With 
a Preface by the Author's Son, John M. Cobbett, late M.P. for Oldham. 
Alnv Edition, Fcap 8vo. Cloth, 1/6. 

" The book cannot be too much studied just now." — Nonconformist. 

"Cobbett was, perhaps, the ablest Political writer En^rland ever produced, and his 
influence as a Liberal thinker is felt to this day. . . . It is a read treat to read his 
strong racy language."— /'w^<Yr Opinion. 

A LEGACY TO PARSONS : Or, have the 

Clergy of the Established Church an Equitable Right to Tithes and 
Church Property? New Edition, Fcap 8yo. Cloth, 1/6. 

" The most powerful work of the greatest master of political controversy this country 
has ever produced." — Pall Mall Gazette, 

DALGAIRNS (Mrs.): THE PRACTICE OF 

COOKERY, adapted to the business of Every-day Life. By Mis, Dal- 
GAIRNS. he best book for Scotch dishes. About Fifty new Recipes have 
been added to the present Edition, but only such as the Author has had 
adequate means of ascertaining to be valuable. Seventeenth Edition, 
Fcap 8vo. Cloth. (In preparation,) 

GILMER'S INTEREST TABLES; Tables for 

Calculation of Interest, on any sum, for any number of days, at X> '» 
i>^i 2, 2>^, 3, 3>^, 4, 4>^, 5 and 6 per Cent. By Robert Gilmer. 
Corrected and enlarged. Eleventh Edition, i2mo. Cloth, 5/. 

GR.E ME (Elliott) : BEETHOVEN: a Memoir. 

With Portrait, Essay, and Remarks on the Pianoforte Sonatas, with 
Hints to Students, by Dr. Ferdinand Hiller, of Cologne. Third 
Edition, Crown 8vo, Cloth gilt, elegant, 5/. 

"This elegant and interesting Memoir. . . . The newest, prettiest, and most 
readable sketch of the immortal Master of Music." — Musical Standard, 

**A ^cious and pleasant Memorial of the Centenary." — Spectator. 

"This delightful little book — concise, sympathetic, judicious." — Manckester 
Examiner. 

"We can, without reservation, recommend it as the most trustworthy and the 
pleasautest Memoir of Beethoven published in England." — Observer. 

"A most readable volume, which ought to nnd a place in the library of every 
admirer of the great TKycvt-VottT ^Edinburgh Daily Review, 

A NOVEL WITH TWO HEROES. 

Second Edition, In 2 vols. Post 8vo. Cloth, 21/. 

" A decided literary success." — Athenaum, 

" Qever and amusine . . . above the average even of good novels . . . free 
from sensationalism, but full of interest . . . touches the deeper chords of life 
. . . delineation of character remarkably good.**— Spectator. 

" Superior in all respects to the common run of noivcls.**~-Daify Newf, 

" A story of deep interest. . . . The dramatic scenes are powerful almoiC Uf pMB- 
fulness in their iataaity.**''Sc0tsmam, 
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THE EMERALD SERIES OF STANDARD AUTHORS. 

Iflttstrated by Engravings on Steel, after Stothard, Leslie, David 
Roberts, Stan field, Sir Thomas Lawrence, Cattermols, ftc, 
Fcap 8vo. Cloth, gilt 

Particular attention is requested to this very beautiful series. The delicacy of the 
engravings, the excellence of the ty^graphy, and the quaint antique head and tail 
pieces, render them the most beautiful volumes ever issued from the press of this 
country, and now, unquestionably, the cheapest of their class. 

BURNS' (Robert) SONGS AND BALLADS. 

With an Introduction on the Character and Genius of Bums. By 
-Thomas Carlyle. Carefully printed in antique tjrpe, and illustrated 
with Portrait and beautiful Engravings on SteeL Second Thousand, 
Cloth, gilt edges, 3/. 

BYRON (Lord): CHILDE HAROLD'S IML- 

GRIMAGE. With Memoir by Professor Spalding. Illustrated with 
Portrait and Engravings on Steel, by Greatbach, Miller, Lightfoot, 
&c., from Paintings by Cattermole, Sir T. Lawrence, H. Howard, 
and Stothard. Beautifully printed on toned paper. Third Thousand, 
Cloth, gilt edges, 3/. 

CAMPBELL (Thomas): THE PLEASURES 

OF HOPE. With Introductory Memoir by the Rev. Charles Rogers, 
LL.D., and several Poems never before published. Illustrated with Por- 
trait and Steel Engravings. Second Thousand, Cloth, gilt edges, 3/. 

CHATTERTON'S (Thomas) POETICAL 

WORKS. With an Original Memoir by Frederick Martin, and 
Portrait. Beautifully illustrated on Steel, and elegantly printed. Fourth 
Thousand, Cloth, gilt edges, 3/. 

GOLDSMITH'S (Oliver) POETICAL WORKS. 

With Memoir by Professor Spalding. Exquisitely illustrated with Steel 
Engravings. New Edition, Printed on superior toned paper. Seventh 
TJiousand, Cloth, gilt edges, 3/. 

GRAY'S (Thomas) POETICAL WORKS. With 

Life by the Rev. John Mitford, and Essay by the Earl of Carlisle. 
With Portrait and numerous Engravings on Steel and Wood. Elegantly 
printed on toned paper. Eton Edition^ with the Latin Poems, Sixth 
Thousand, Cloth, gilt edges, 5/. 

HERBERT'S (George) POETICAL WORKS. 

With Memoir by J. Nichol, B. A., Oxon, Prof, of English Literature in 
the University of Glasgow. Edited by Charles Cowden Clarke. 
Antique headmgs to each page. Second Thottsand, Cloth, gilt edges, 3/» 

KEBLE (Rev. John): THE CHRISTIAN 

YEAR. With Memoir by W. Templs, Portxait, and Eight beantifol 

Engravings on Steel. Second Thousand, 

Cloth, gilt edges, . • • • SA 
Morocco, elegant • • • • io/6» 
Malachite, • • • • • 12/61 
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The Emerald Series— (Ca»/rifi^</)* 

POE'S (Edgar Allan) COMPLETE POETICAL 

WORKS. Edited, with Memoir, by James Hannay. Full-page Illus- 
trations after Wehnert, Weir, &c. Toned paper. Thirteenth ThcusamU 

Cloth, gilt edges, . . . • 3/. 

Malachite, 10/6. 

Other volumes in preparation, 

MACKEY'S FREEMASONRY: 

A LEXICON OF FREEMASONRY. Containing a definition of its 
Communicable Terms, Notic^es of its History, Traditions, and Antiquities, 
and an Account of all the Rites and Mysteries of the Ancient World. By 
Albert G. Mackey, M.D., Secretary-General of the Supreme Council 
of the U.S., &c. Eighth Edition^ thoroughly revised with Appendix by 
Michael C. Peck, Prov. Grand Secretary for N. and E. Yorkshire. Hand- 
somely bound in cloth, 6/. 

" Of Mackey*s Lexicon it would be impossible to speak in too high terms ; suffice it 
to say, that, in our opinion, it ought to be in the hands of every Mason who would 
thoroughly understand and master our noble Science. . . . No Masonic Lodge or 
Library should be without a copy of this most useful work." — Mawnic News, 



HENBY MAYHEW'S CELEBRATED WOBE ON 
THE STBEET-FOLE OF LONDON. 

LONDON LABOUR AND THE LONDON 

POOR : A Cyclopaedia of the Condition and Earnings of those that will 
work and those that cannot work. By Henry Mayhew. With many 
full-page Illustrations from Photographs. In three vols. Demy 8vo. 
Cloth. Each vol. 4/6. 

" Every page of the work is full of valuable information, laid down in so interesting a 
manner that the reader can never tire." — Illustrated London News. 

'* Mr. Henry Mayhew's famous record of the habits, earmngs, and sufferings of the 
London ^poorJ— Lloyd's Weekly London Nevtspaper. 

** This remarkable book, in which Mr. Mayhew gave the better classes their first real 
insight into the habits, modes of livelihood, and current of thought of the London 
^^QOT."— The Patriot, 

The Extra Volume. 

LONDON LABOUR AND THE LONDON 

POOR : Those that will not work. Comprising the Non-workers, by 
Henry Mayhew ; Prostitutes, by Bracebridge Hemyng ; Thieves, 
by John Binny ; B^gars, by Andrew Halliday. With an Intro- 
ductory Essay on the Agencies at Present in Operation in the Metropolis 
for the Suppression of Crime and Vice, by the Rev. William Tuckniss, 
B.A., Chaplain to the Society for the Rescue of Young Women and 
Children. With Illustrations of Scenes and Localities. In one large 
vol. Royal 8vo. Cloth, 10/6. 

"The work is full o{ interesting matter for the casual reader, while the philanthropist 
and the philosopher will find details of the greatest import."— Ci'd' Preu, 
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Mr. Mayhew's London 'Lkbovbl— {Continued), 

Companion volume to the preceding, 

THE CRIMINAL PRISONS OF LONDON, 

and Scenes of Prison Life. By Henry Mayhew and John Binny. Illus- 
trated by nearly two hundred Engravings on Wood, principally from 
Photographs. In one lai^e vol. Imperial 8vo. Cloth, 10/6. 

This volume concludes Mr. Henry MayheVs account of his researches into the 
crime and poverty of London. The amount of .labour of one kind or other, which the 
whole series of his publications represents, i? something almost incalculable. 

•#* This celebrated Record of Investigations into the condition of the Poor of the 
Metropolis, tmdertaken from philanthropic motives by Mr. Hbnry Mavhbw, first gave the 
wealthier classes of England some idea of the state of Heathenism, Degradation, and Misery 
in which multitudes of their ftoorer brethren languished. His revelations^ created, af^the 
time of their appearance, universal horror and excitement— that a nation,^ professedly 
Christtan^ should have in its midst a vast population, so sunk in ignorance^ vice, and very 
hatred of Religion, was deemed incredible, until further examination established the truth 
of the statements advanced. The result is well known. The London qf Mr. Mayhew will, 
happily, soon exist only in his pages. To those who would appreciate the efforts already 
made among the ranks which recruit our "dangerous" classes, and who would learn what 
yet remains to be done, the work will afford enligatenment, not unmingled with surprise. 



POE'S (Edgar Allan) COMPLETE POETICAL 

WORKS. Edited, with Memoir, by James Hannay. Full-page Illus- 
trations after Wehnbrt, Weir, and others. In paper wrapper. 
Illustrated, 1/6. 

SOUTHGATE (Mrs. Henry): THE CHRIS- 

TI AN LIFE : Thoughts in Prose and Verse from the Best Writers of all 
Ages. Selected and Arranged for Every Day in the Year. Second 
Edition, Cloth Elegant, 5/. 

THOMSON (Spencer, M.D., L.ItC.S., Edinburgh, 

and J. C. STEELE, M.D., of Guy's Hospital) : 

DOMESTIC MEDICINE AND HOUSEHOLD SURGERY (A 
Dictionary oO- Thoroughly Revised and in part Re- Written by 
the Editors. With a Chapter on the Management of the Sick-room, and 
many Hints for the Diet and Comfort of Invalids. With many new En- 
gravings. Twenty-sixth Edition, Royal 8yo. Cloth, 10/6. (See page 3 
of Wrapper.) . 



36 QMNJ8RAL LITJUULTUBA 

MR. SOUTHGATE'S WORKS. 



" No one who is in the habit of writing and speaking much (m a Tariety of sabjects can 
afford to dispense with Mr. Southgatb's Wokks. — (^Znr^vw Newt. 



First Series — ^Thirty-Fifth Edition. Second Series^ 

Ninth Edition. 

MANY THOUGHTS OF MANY MINDS: 

Selections and Quotations from the best Authots. Compiled and 

Analytically Arranged by 

HENRY SOUTHGATB. 

In Square 8vo, el^antly printed on Toned Paper. 

Presentation Edition, Cloth and Gold, .... Each VoL 12/6. 

Libraxy Edition, Roxburghe, „ 14/. 

Ditto, Morocco Antique, „ 21/. 

Each Series compUU in itsdf^ and sold separately, 

" The produce of years of research."— ^xamM^r. 

"A MAGNiFiCBNT GIFT-BOOK, afq^ropriate to an times and seasons."— i^tv^MMMwr 
Magazine,' 

" Not so much a book as a library."— /Wn!?/. 

" Preachers and Public Speakers will find that the work has special uses for them."— 
Edmhurgh Daily Review, 

BT THK SAMS AUTHOR. 
New Ready^ Third Edition. 

SU66ESTiy£ IHOUGHTS ON BELIGIOUS SUBJECTS: 

A Dictionary of Quotations and Selected Passages from nearly 1,000 of 
the best Writers, Ancient and Modem. 

CompUed and Analytically Arranged by HENRY SOUTHGATE. In 
Square Svo, elegantly printed on toned paper. 

Presentation Edition, Cloth El^ant, 10/6. 

Library Edition, Roxbuighe, 12/. 

Ditto, Morocco Antique, ......... 20/. 

" The topics treated of are as wide as our C3iristianity itself : the writers quoted from, of 
everv Section of the one Catholic Church of JESUS QXi9CLSl:r—Authof's Preface. 

** This is another of Mr. Southgate's most valuable volumes. . . . The mission which 
the Author is so successfully prosecuting in literature is not only highly beneficial, but neces- 
sary in this age. ... If men are to make anv acquaintance at aU with the great minds 
of the world, they can only do so with the means which our Author mip[^t&!*—Homilist, 

"A casket aigems."—£Mglisk Churchman, 

" Mr. Southgate's work has been compiled with a great deal of judgment and it will, I 
trusL be extensively usefuL" — Kev, Canon Liddon, D,D,, D.CL, 

" Many a busy Christian teacher will be thankful to Mr. Soutfa^ate for having unearthed 
so many ridi gems of thought ; while many outside the ministerial circle will obtam stimulus, 
encouragement, consolation, and counsel, within the pages of this handsome volume." — 
Noticotwrmist. 

"Mr. S 
his own. 

and the 1 . _ 

selections it contains, the book is of value as an index to theological writings. Xs a model c^ 
judicunuL logicaL and suggestive treatment ci a sal]ject, wo may reliBr our readers to the 
manner m which the suEgect 'Jbsvs Cbsist' isaxnmged and illustaatad ia 'Snggu&f 
Thoughts.' "— ^Ahtvw Newt, 




A BOOK NO FAHILT SHOULD BE WITHOUT. 



»^0^0^0^f^M^^^t^^^t^t^^^t^t^^^^^^^^f^0^^ 



Ntw Issue of this important Work— Enlarged, In part Re-written, and 

thoroughly Revised to date. 

Twenty-Sixth Edition. I^oyai Svo, Handsome Chth^ lox. M, 

A DICTIONARY OF 

DOMESTIC MEDICINE AND HOUSEHOLD SURGERY, 

BY 

SPENCER THOMSON, M.D., Edin., L.R.C.S., 

REVISED, AMD tM PART RE-WRIUEN, BY THE AUTHOR, 

AND BT 

JOHN CHARLES STEELE, M.D., 

Of Guy's Hospital 

With Appendix on the Management of the Siok-room, and many Hints for the 

Diet and Oomfort of Invalids. 



In its New Form, Dr. Spbncer Thomson's "Dictionary of Domestic Medicine'* 
fully sustains its reputation as the " Representative Book of the Medical Knowledge and 
Practice of the Day^' applied to Domestic Requirements. 

The most recent Improvements in the Treatment of the Sick — in Appliances 
for the Relief of PAiN—and in all matters connected with Sanitation, Hygiene, and 
the Maintenance of the General HEALTH^will be found in the New Issue in clear and 
full detail ; the experience of the Editors in the Spheres of Private Practice and of Hospital 
Treatment respectively, combining to render the Dictionary perhaps the most thoroughly 
practical work of the kind in the English Language. Many new Engravings have bees 
mtroduced — improved Diagrams of different parts of the Human Body, and lUustrations oi 
the newest Medical, Surgi(^, and Sanitary Apparatus. 



• • 



All Directions given in stuh a form as to be readily and safely followed^ 



FROM THE AUTHOR'S PREFATORY ADDRESS. 



"linthout entering upon that difficult ground which correct professional knowledge and educated judg> 
ment can alone permit to oe safely trodden, there is a wide and extensive field for exertion, and for usefulness, 
open to the unprofessional, in the kindly offices of a irtu DOMESTIC MEDICINE, the timely help and 
solace of a simple HOUSEHOLD SURGERY, or, better still, in the watchful care more generally known as 
* SANITARY PRECAUTION,' which tends rather to preserve health than to cure disease. * The touch of a 
gentle hand ' will not be less gentle because guided by knowledge, nor will the safe domestic remedies be less 
anxiously or carefully administered. Life may be saved, suffering may always be alleviated. Even to the 
resident in the midst of civilization, the < KNOWLEDGE IS POWER/ to do good ; to the settler and 
emigrant it is INVALUABLE." 



« 



Dr. Thomson has fully succeeded in conTtying to the public a rut amount of useful professional 
knowledge."— Z?«3&« Joumal <^ MeeUeai Science, 

" The amount of useful knowledge conveyed in diis Work is suzpcisuBg."— Jftfi^Sov/ Times ami GoMctte, 

*' Worth its wbight in gold to familibs amd thb CLERCY^^Ojs/brd Herald, 



LONDON : CHARLES GRIFFIN & CO., Exrir Strut, Stranb. 



FIRST SERIES^THIRTY'FIFTH EDITION. 
SECOND SERIES-NINTH EDITION. 

MANY THOUGHTS'OF MANY MINDS 

A TnMuiy of BoftitiMik omiiiitiiig of CUestioiii ftom thi Wzittngi of tho aiMk 
CbUbrftted AutboTf. FIBST AID BEOOHD SEBIE8. Oompaad tad AnaljUMllj Amngvi 

By HENRY SOUTHGATE. 

ite Sqyart 8«o., OtganiOit fHmtU 9% Umtdpqpir, 

FreMnUtion Bdltion, Cloth wad OcHA .,« m ISk 6d. eaeh Toloiaa 
Library Bdition, Half Boand, Bozborgha m m 14i. ^ 

Do*« Kovoooo A wt l qin ••• m« ••• lli> ^ 

Watlk ff^^ttt ii flnmiilirfi In ttttltf rtml mM mimw iiig 



•■•HAST TS0V»HTI,'ft&,m fTldtntlj tbt 
pgpodiiMof yean of rwaawili.*--JBwm<iMr. 

"Many boaatifnl arawpliii of ttumghftand ifcyla 
■n to be fonnd among the leleotlonB.''— £Md«r. 

*• There can be Uttle doabi that It ii dee tined to 
take a high plaoe amonff booki of thia oUhl*'— 
Vom and Q^eriei, 

*■ A treasnre to efsry reader who may be forto- 
Bate enongh to poeeeei It^ Its penual la like in- 
haling eBBeooee ; we have the oream only of the 
great aathon quoted. Here all are leedg or geme. " 
''-MHffliih JounuU <^ Bdueation, 

**mx. Boathgate'i reading will be foond to ex- 
tend oTer nearly the whole known field of litera- 
ture, anoient and modem." — Cf«iUUman*t JiMgO' 

9tM, 

** We have no heiitatlon in prooonnoing it one 
of the moBt important books of the leaaon. Oiedit 
li dne to the pabllshen for ttie elegance with 
which the work ii got up, and for the extreme 
beanty and oorreotneai of the typography.**— 
Morning Ckromele, 

** Of the nmneroni Tolnmee of the kind, we do 
not remember haTing met with one in wbldh the 
Kdection was more jndidons, or the aoonmolation 
of treasures so truly wonderfnL"-i^onilfi^ Herald, 

'* The aeleotion ol the extracts bas been made 
with taste^ jndgmant, and oritioal nioety."— 
MormbigFiML 

" This is a wondrous book, tnd contains agreat 
many gems of thought.'*— Ztet/y Newi, 

**Abb, work of reference, it will be an acquisi- 
tion to any man's library."— AtfrlUAerJ* Circular, 

*' This Tolume contains mote gems of thought, 
refined sentiments, noble axioms, and extractable 
sentences, than have oyer before been brought to- 
gether in our language." — The Field, 

** All that the poet has described Of the beautiful 
in nature and art. all the axioms of experience, 
the collected wisdom of phfloeopher and sage, are 
garnered taito one heap of useful and weU-arnnged 
instruction and amnsement."— 29U Bra, 

" The collection will prove a mine ridi and In- 
exhansttUe, to thoee in seiKoh of a qnolattoii."— 
drt /owmaL 



*• Wm bt fomid to bt worth Mi WiliM fa foU 
bj Utenuj mm/'^TIu BuUdm; 

** Brwy pa«i la ladn with tho wwdth of pn- 
fbnndest thourii^ and an aglow with the loftiest 
iasplxatlons of ganiiis.**— ^Smt. 

*^The work of Mr. Sonthgate Car oatstrips all 
othsnof itsUnd. To the denyman^the author, 
the artist, and the essavist^..' ICany Thoughts ol 
Many Minds* oannot £au to render almost inoal* 
cnlable »BtfUM,''—MdUUmrgh Meremy, 

" We have no hesitation whatever in deeoribing 
Mr.Southgate's as the very best book of the class. 
There is pooitiviely nothing of the kind in the lan- 
guage that will bear a moment's comparison with 
it.**— l/anclkeKM* Weekly AdoerUeer, 

** There is no mood in which we can take it op 
without deriving from it instruction, consolation, 
and amusement We heartily thank Mr. Sonthgate 
for a book which we shall renud as one of our 
best friends and oompai^ms,**— Ckimdrid^ 
Ckronlde, 

"This work poMsa a es the merit of being a 
MAGNIFIOKNT GIFT-BOOK, appropriate to aU 
times and seasons ; a book calculated to be of use 
to the scholar, the divine, and the publio man." 
•^Freematon^s Magatine, 

"It is not so much a book as a library oi quo> 
tations.'*— i\xtrto<. 

** The quotations abound In that thonght which 
Is the mainspring ol mental exeicisa.**— Xiwr- 
pool Courier, 

"For purposes ol apposite qaotation, it cannot 
be surpassed.'*— ^r<i<o/ Times. 

** It is Impossible to idck out a single passage in 
the work which does not, upon the face of it, jus- 
tify its selection by its intrinsio merit."— /TotmI 
Clu-onicle, 

** We are not surprised that a Seoohd SbribS 
of this work should have been called for. Mr. 
Sonthgate has the catholic tastes desirable in a 
good Editor. Preaohers and public speakers will 
find that it has special uses for tlbeau^-^SditUnirffh 
Daily Review. 

*< The BBOOND SiBns fully sustains the dfei 
served reputation of tbe Vibst.'*— /oAa BuU, 
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